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A brand with a tradition 


ASSA ABLOY is the world’s leading manufacturer and supplier of 
mechanical and electromechanical locks and related products. 
Our customers benefit from the extensive know-how of 

the world’s largest group of companies, which provide greater 
convenience and greater security throughout the world. 


KESO - the brand 

For nearly 50 years, since 1963, KESO has 
developed and produced internationally 
renowned security and locking systems with 
strict requirements on functionality, durability 
and convenience. 


Today over 250 employees at 3 locations in 
Germany and abroad are committed to providing 
tried-and-trusted Swiss quality for unique 
solutions in locking and security technology. 


The benefits 

Our efforts focus on added value for the custom- 
er and financial investment in a product which is 
developed and produced to exacting safety 
standards and for optimum ease of use. 


Working with KESO guarantees the best pos- 
sible solution for your needs. From a variety of 
options, our specialists work with you to develop 
the solution that best reflects your require- 
ments. As an active partner, we constantly seek 
to support you with innovation and dynamism 
and to provide you with the ideal solution. 


The solution 

No matter how individual your building and your 
requirements are, KESO will develop and tailor 

a solution to meet your needs. Our skilled staff 
will help you decide whether the requirement is 
to design a system using purely mechanical 
technology or complemented with mechatronic 
products. 


Security 

Breaking new ground, using future-oriented 
technologies and securely implementing 
innovative ideas. The KESO product portfolio is 
continuously extended and manufactured 

with capable materials, taking environmental 
aspects (resources, compatibility, sustainability) 
into account. You can be sure that we take our 
commitment to the environment seriously and 
will continue to extend it. 


The e-Security card 
serves as a document 
to legitimate your 
order. 


KESO recommends 
active omega 
technology to improve 
copy protection. 


Secure solutions 


Registration 

You can register your master key system to en- 
sure that your locking system is unique, and that 
nobody can copy your keys without permission: 


our secure KESO archive keeps the details of 
your system, your locking cylinders and keys safe 
and sound. 


The e-Security card ensures that only author- 
ised persons can order additional media 
(keys / cards / key fobs). 


Patent protection, design and model protection 
KESO key shapes are protected by international 
copyright laws. Certain characteristics of our 
KESO keys are patented. Imitations and copying 
of keys of this type is illegal. Ignorance of these 
facts is no protection against the legal conse- 
quences. 


The omega System provides convincing 

performance with interactive pins in the 
top edges of the key. The KESO omega key has 
integrated "bolt /spring technology" which must 
be actuated on opening / closing in the locking 
cylinder. This key mechanism considerably 
increases copy protection for the key. omega is 
available for the 4000S, 3000, 2000S systems. 


The various 

KESO locking systems 
provide security 

for your needs. 


To improve your 
flexibility even more 
please take a look 
at our mechatronic 
solutions. 


Mechanical systems 


NEW 


System 4000S omega - new dimensions 
Reversible key technology is entering a new era; 
the KESO 4000S new locking system, patented 
until 2023, is opening up new dimensions. 


With its profiled shoulder, KESO 4000S is a 
premium-quality precision master piece. All 
seven key shapes are protected designs and can 
be combined in the same system. More drilling 
template variants and offsetting the key pas- 
sage way in the rotor offer significantly more 
combinations. This is evident on the key with the 
staggered drill holes. The KESO 4000S System 
combines the 22 mm Swiss round profile with 
the 17 mm Euro profile using the same key. 


System 3000 - for demanding use 

The KESO 3000 system is KESO's premium 
system. This is the ideal system for complex 
authorisation structures and high security. 


The unique rhombus-shaped key offers more 
convenience and enhanced copy protection. 
The patented system with closed key channels 
prevents mechanical friction between the key 
and the stator. The system's high level of security 
is founded on two pillars: enhanced copy protec 
tion due to complexity of multi-level drilles and 
the omega option. Improved break-in protec 
tion thanks to the use of premium materials and 
options to prevent break-ins, pulling and drilling. 
Item codes in this system start with the number 3. 


Locking systems are permutated with up to five 
sets of pins, which can be arranged in 13 new 
positions in three rows (drilling patterns). Offset- 
ting the key passage way doubles the numbers 

of side combinations. KESO does not work 

with divided sets of pins when making calcula- 
tions for locking systems. The central cylinders 
thus achieve the same level of security as the 
standard cylinder. 


The KESO 4000S omega system also offers our 
patented active copy protection omega for KESO 
4000S systems. 


The optional KESO ABS technology effectively 
protects against the drilling open and core- 
pulling. The core pins are made of hardened 
and refined steel. The housing and core include 
additional drill-open protection made of bolts 
carbide, which increases the time required for 
attack enormously. 


System 3000 ChangeCode 

Mechanical reprogramming 

in case of key loss 

The ingenious cylinder with up to six different 
mechanical locking options that can be encoded 
by the user at any time using purely mechanical 
methods. Converting from one locking option 
to another is extremely easy and takes just a 
few seconds. In case of key loss, this allows you 
change the code within a matter seconds with- 
out the need to remove or replace the cylinder. 


This system which is unique in locking systems 
has proved its value with customers where a 
group of people operate locking options in many 
locations. Good examples include solutions 

for the fire service or for companies with many 
services, such as vending machine and lifts. 
However, KESO ChangeCode customers also 
include home and holiday home owners. 

> Chapter 9 


System 2000S - Combinable 
This system is KESO's answer to combining eco- 
nomic aspects of daily life with reliable security. 


Flexibility is the «keyword» with the KESO 2000S. 
In some master key systems doors are fitted 
with mortise locks that have different cylinder 
cut-outs and thus require a great deal of work 
to change over cylinders. The KESO 2000S 
System combines the 22 mm System Swiss 
round profile with the 17 mm Euro profile using 
the same key. We also offer double cylinders, 
single cylinders and thumbturn cylinders as 
options for a modular system. 


The patented KESO-concept on tumbler pins 
and corresponding stepped holes on the key 
ensures a very high degree of copy protection. 


The KESO 2000S omega system additionally 
offers our patented active copy protection 
omega for KESO 2000S systems. 


System 2000S omega EuroChangeCode 
Mechanical reprogramming 

in case of key loss 

The ingenious cylinder with up to three different 
mechanical locking options that can be encoded 
by the user at any time using purely mechanical 
methods (only available with Euro profile and 
standard locking option). 

> Chapter 9 


System 2000 - Basics 

The KESO 2000 System is a non-registered lock- 
ing system. It is used for coded individual locking 
and for extensions to existing systems. However, 
the system still offers advantages such as modu- 
lar technology or 1 key for 2 profiles. Item codes 
for this system start with the number 2. 


Locking system 
management creates 
transparency within 
the organisation. 


Well-thought-out 
system extension with 
mechatronics 


Mechatronic systems 


Professional management of a locking system 

is accomplished today via central management 
with user-friendly software. All components in 

a locking system are connected online or 
information is transferred via data media or 
programmers. 


The KESO-developed management software 
KESO k-entry® handles these tasks and provides 
a number of unrivalled benefits: 


Extensions with mechatronic/ electronic 
elements, such as readers (i-reader), handle 
locks (i-handle), double knobs (i-turn) and 
mechatronic cylinders, ensure flexible access 
control for customers. Access can easily be 
granted with the k-entry software. 


Depending on the version, programming is 
possible via the network or using a programmer. 
KESO network-on-key technology also enables 
virtual networks due to the ability to store data 
portably on the medium (mechatronic key, 
card, or fob). 


KESO KEK i-turn: The new double cylinder knob 
from our mechatronic range can be easily and 
quickly installed into existing doors without 
wiring. It blends into the existing structural 
conditions perfectly. 


Practical benefits 

— Professional key management 

—Personalization of the user interface 

—An intuitive user interface 

— Clearly defined authorisation 
management system 

— Extensive filter and search functions 

—Integrated report generator 

— Software update and support via Internet 

—Automated database backup function 

—Key receipts individually designed and printed 

—Flexible upgrades by means of a modular 

—software licensing model 

—Low maintenance costs thanks to the use 
of existing IT data structures 


A KESO management software k-entry® 

KESO k-entry® combines mechanical, 
mechatronic, and electronic locking systems in 
an organisational network. 


KESO network-on-key Technology 
KESO NOK supports the transfer of data 


A 


and information from KESO k-entry® to offline or 
stand-alone-systems. 


KESO conceptual 
design for security and 
fitting products. 


KESO concept planning 


KESO 
Concept planning 


KESO SKP™ 
Planning of locking systems 


> functional and process-oriented planning 
> implementation of complex systems 

> simple, logical approach 

> great flexibility 

> intuitive visualisation 

> coordination until deployment 

> deployment in phases 


> direct support from the manufacturer 


PLANNING 
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Conceptual planning of doors 
Our professional door concept planning approach 
(DCP) regards the door as a functional unit. 


We offer comprehensive advisory services, 

from a rough analysis to the detailed design and 
implementation, while taking into account 
current standards and regulations. The solution 
is installed by a professional specialist. 


KESO TKP™ 
Plannning of door concepts 


> customer-oriented door planning 

> documentation of all integrated doors 
> installation aids 

> efficient malfunction handling 

> numbering concept 

> zoning concept 

> escape and emergency routes planning 


> cost reduction 


Conceptual design and planning of locking 
systems 

Our conceptual approach in the planning and 
implementation of complete locking systems 
enhances security in practical terms. 


From analysis to deployment, all the factors are 
checked, defined and continuously adjusted as 
needed by qualified KESO staff together with 
customers and architects. This approach offers 
best possible project clarity and cost compli- 
ance at any time, while also guaranteeing a 
clear, needs-driven selection of products. KESO 
specialist partners are near you for day-to-day 
operations. 


We can optionally also handle project manage- 
ment for the implementation of door concepts. 
This means that you have only one contact 

for the entire project. We specifically co-ordinate 
the interfaces and process flows to ensure 
cost-effective and timely implementation. 


After the conclusion of a project, you receive 
comprehensive documentation, comprising the 
following (for example): Door documentation, 
numbering concept, escape routes, rescue 
routes, and zoning plans. The documentation 
guarantees you an overview of the doors in the 
building; you can thus access the data you need 
at any time (e.g. for repairs or inventory purposes). 


For more information 
on special equipment, 
please read our 
brochures which you 
can download from 
www.assaabloy.ch. 


Options 


Drill open protection (ABS) 

à“ Carbide inserts protect the cylinder 
against attempts to drill it open. ABS is offered 
single sided by default, but is also available for 
both sides. Drill open protection Fasif 1 is sup- 
plied by default with the KESO 4000S, 3000, 
and 2000S standard systems. KESO also offers 
additional drill open protection for enhanced 
security. 


Pulling protection 
Pulling protection prevents attempts 
to pull the rotor out of the cylinder housing. 
At the same time, these cylinders have an inte- 
grated ABS function and are thus compliant 
with extremely stringent security requirements. 
Priority function 


The key has been inserted into the cylin- 
der on the inside, but you need to open the door 
from the outside. This is no problem if you have 
a cylinder with a priority function, as the cylinder 
can be actuated from both sides. 


Oxidation protection 

Select the oxidation protection option 
if you wish your cylinders to be coated with a 
chemical nickel plating. This eliminates the risk 
of corrosion. Cylinders with oxidation protection 
are only available in standard colours. 


Locking without a key (key can be 
removed in open and closed positions) 
This function is only available for push cylinders. 
When the lock is opened, the cylinder advances 
and you can remove the key. To lock, just push 
the cylinder: there is no need for a key. 


Forced locking 

(key removable in closed position) 
You can open the cylinder. The «forced locking» 
function prevents you from removing the key. 
You must lock the cylinder with the key before 
you can remove the key. 


Ca Locking with a key 

(key can be removed in open position) 
After opening the cylinder, you can remove 
the key. You need the matching key to relock 
the cylinder. 


ChangeCode / EuroChangeCode 

The ChangeCode cylinder is purely 
mechanical and can be set to 6 or 3 different 
locking options. The CH Profile ChangeCode 
cylinder is available for the KESO 3000 system. 
The EuroChangeCode cylinder is available 
for the KESO 2000S omega system (serial 
locking option). 


Emergency key 

The emergency key is used in special 
double cylinders to push out a key inserted on 
the other side of a cylinder. 


You can find more 
information at 
www.vds.de 


Safe and secure thanks to certified security 


KESO Euro profile cylinders are VdS-certified 
KESO Euro profile cylinders are certified by VdS 
Schadenverhiitung GmbH. The high, in-plant 
security standards are thus checked yet another 
time and offer you assurance that you receive 
optimally reliable products in both retail product 
and locking system ranges. 


You can obtain VdS-approved KESO cylinders 
as a plant cylinder from your specialist partner / 
locksmith. 


VdS Home 
Basic security for simple applications 


VdSA 
Enhanced security for medium requirements 


VdS B, BZ and B(+) 
High security for special requirements 


What is the difference between the individual 
VdS classes? Profile cylinders meet the require- 
ments specified in VdS 2156 (requirements for 
profile cylinders) with regard to resistance to 
forced entry methods, security against lock pick- 
ing, wear resistance, corrosion protection and 
lock variances. 


Class B has very high requirements, greater than 
those in Class A or in cylinders which comply 
with VdS Home. If cylinders feature additional 
cylinder protection, a "Z" is added to the class, 
e.g. "BZ". If cylinders are also approved for use 

in switch mechanisms for alarm systems, a plus 
sign is added, e.g. "B+" or "BZ+". (Taken for VdS 
webpage) 


Security 
Class 
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Contact your sales 
representative. He/she 
will be happy to take 
the time to discuss 
the topic in detail with 
you. 


Partnership 


KESO products can be obtained from qualified 
locksmith services and from fittings and iron- 
mongery wholesalers and retailers. With our 
nationwide sales points, we guarantee the cus- 


tomer both high quality products, and local and 


professional partnership in the field of doors. 


The KESO specialist dealer 

Authorised specialist dealers are trained and 
certified by KESO. They actively advise their 
customers on solutions and products. 


—Sales of the KESO mechanical range 

—Advisory services for potential 
customers in the region 

—Access to KESO marketing materials 

—Training for product range and 
locking system planning 

—Access to KESO sales support 


The service partner 
Certified service partners offer their customers 
a comprehensive service. They produce KESO 


keys themselves on their own milling machines. 


They also offer a cylinder conversion service. 
Besides production, they also handle admin- 
istrative management of all security-related 
information. 


—Sales of KESO mechanical range 
—Production of KESO keys ina single phase 
—Cylinder extension and conversion service 
(final installation of cylinders) 
—Advisory service for potential 
customers in the region 
—Access to KESO marketing materials 
—Training for product range and 
locking system planning 
—Access to KESO sales support 


The works partner 

Certified works partners offer a complete 
service. With a KESO license and the required 
equipment, they offer pre-assembly and final 
installation of cylinders for key production and 
conversion. Perfect production methods are 
supplemented by administrative management 
of all security-relevant specifications. 


— Sales of KESO mechanical range 
— Production of KESO keys in a single phase 
— Cylinder extension and conversion service 
(final installation of cylinders) 
— Populating of cylinders (cylinder pre-assembly) 
— Advisory service for potential 
customers in the region 
—Access to KESO marketing materials 
—Training for product range and 
locking system planning 
—Access to KESO sales support 
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Key range 
Metal keys 
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Round keys Trapeze keys 
System System 
2000S 20.109 2000S 20.116 
2000S Q 20.214 2000S Q 20.208 
3000 30.103 3000 30.101 
3000 Q 30.116 3000 Q 30.118 
4000S Q 40.102 40005 Q 40.100 


The round key is the classic key among key 
designs; it is offered in all KESO locking systems. 


X0 .XXX/ 000/01 


1 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Key design 000 Standard 
005 Duplo 
009 Conversion key CC 
010 Omega 
074 Omega Duplo 


3: Surface 01 Standard 
02 Hard chrome-plated 
03 Gold-plated 


wwwaassaabloy.ch 


The trapeze key is the epitome of the KESO key 
due to its unmistakeable shape. 


Thanks to its exclusive bow, the trapeze key 
offers optimum user friendliness. It fits nicely 

in the user's hand and makes it easy to actuate 
the cylinder. Our unique colour caps make it 
even easier to identify keys on your keyring. The 
trapeze key is offered for all KESO master key 
systems. 


X0 .XXX/000/01 


1 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Key design 000 Standard 
005 Duplo 
009 Conversion key CC 
010 Omega 
074 Omega Duplo 


3: Surface 01 Standard 
02 Hard chrome-plated 
03 Gold-plated 
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Long keys Extra-long keys 

System System 

2000S 20.124 2000S 20.218 

20005 Q 20.141 2000S Q 20.228 

3000 30.108 3000 30.110 

3000 Q 30.114 3000 Q OZ 

4000S Q 40.104 40005 Q 40.106 


Long key with 10 mm key shaft. 


Thanks to its design, the long key is perfect for 
situations where security locksets are fitted with 


protective disks. 


1 


XO : XXX/000/01 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Key design 


000 Standard 

005 Duplo 

009 Conversion key CC 
010 Omega 

074 Omega Duplo 


3: Surface 


01 Standard 
02 Hard chrome-plated 
03 Gold-plated 
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Extra-long key with 15 mm key shaft. 


X0.XXX/000/01 


1 2 


1: System 2 2000S Q, 2000S 
3 3000 O, 3000 
440008 Q 


2: Key design 000 Standard 
005 Duplo 
009 Conversion key CC 
010 Omega 
074 Omega Duplo 


3: Surface 01 Standard 
02 Hard chrome-plated 
03 Gold-plated 
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Key range 
Coloured cap keys 


Coloured cap keys 


Replacement caps for _0.970 


System Bow colour 
2000S 20.970 signal yellow A.405 | 26 
2000S Q 20.970 light ivory A405 /27 
3000 30.970 neon orange A.405/28 
3000 Q 30.970 traffic orange A.405/29 
4000S 40.970 sulphur yellow A.405/30 
ruby red A405 /33 
KESO color caps provide an extremely practical, taffiered A.405/34 
T method RE E EH can o aeanidlet A.405/43 
roma range o 18 RAL co ors. T e trie an Jurple A405 /47 
tested precision design is far superior to conven- l E 
tional pull-on plastic covers. Our color caps are e ala ESSE 
comfortable to handle too, thanks to high qual- Paste! blue A.405/54 
ity materials and optimized shapes. traffic green A405 /64 
moss green A.405/65 
yellow green A.405/68 
signal grey A.405/74 
deer brown A.405/86 
pure white A.405/91 
graphite black A.405/92 
> To change colour caps, you will need a fitting device, 
X0.970/000/52/01 please refer to page 207 
1 2 3 4 
1: System 2 2000S Q, 2000S 3: Bow colour 26 signal yellow 4: Surface 01 Standard 
3 3000 QO, 3000 27 light ivory 02 Hard chrome-plated 
4 4000S QO > Please refer to 28 neon orange 03 Gold-plated 
7 5 back cover page 29 traffic orange 
2 Koyaesizn pog o for colour samples 30 sulphur yellow 
paS Pa 2 33 ruby red 
Es Omega 34 traffic red 
074 Omega Duplo 43 erica violet 
47 purple 


16 Keys 


52 ultramarine blue 
54 pastel blue 

64 traffic green 

65 moss green 

68 yellow green 

74 signal grey 

86 deer brown 

91 pure white 

92 graphite black 
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Long keys Extra-long keys 

System System 
2000S with coloured cap 20.810.000 2000S with coloured cap 20.811.000 

2000S Q with coloured cap 20.810.010 2000S Q with coloured cap 20.811.010 

3000 with coloured cap 30.810.000 3000 with coloured cap 30.811.000 

3000 Q with coloured cap 30.810.010 3000 Q with coloured cap 30.811.010 

4000S Q with coloured cap 40.810.010 4000S Q with coloured cap 40.811.010 


Long key with 10 mm key shaft. 


KESO long and extra-long colour cap keys are 
beautifully styled and can be equipped with 
RFID technology for third party applications on 


request. 


Thanks to its design, the long key is perfect for 
situations where security locksets are fitted with 


protective disks. 


X0 . 81X/000/52/00/01 


1 2 3 1 


Extra-long key with 15 mm key shaft. 


Thanks to its design, the long key is perfect for 
situations where security locksets are fitted with 
protective disks. 


2 2000S Q, 2000S 
3 3000 O, 3000 
440008 Q 


1: System 


000 Standard 

005 Duplo 

009 Conversion key CC 
010 Omega 

074 Omega Duplo 


2: Key design 


+49 41819240 


3: Bow colour 


> Please refer to 
back cover page 
for colour samples 


26 signal yellow 
27 light ivory 

28 neon orange 
29 traffic orange 
30 sulphur yellow 
33 ruby red 

34 traffic red 

43 erica violet 

47 purple 

52 ultramarine blue 
54 pastel blue 

64 traffic green 
65 moss green 
68 yellow green 
74 signal grey 

86 deer brown 
91 pure white 

92 graphite black 
96 Black grey 


00 without 

10 Legic Advant 4k 

11 Legic Prime 1k 

20 Mifare Desfire 

21 Mifare Classic 1k 
(ISO 14443A) 


4: RFID add-on 


01 Standard 
02 Hard chrome-plated 
03 Gold-plated 


5: Surface 
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Keys 


lif, 


Key range 


Mechatronic keys 


KEK Mechatronic key — Long 


KEK Mechatronic key - Extra long 


System System 
2000S with coloured cap 20.812.000 20005 with coloured cap 20.813.000 
2000S Q with coloured cap 20.812.010 2000S Q with coloured cap 20.813.010 
3000 with coloured cap 30.812.000 3000 with coloured cap 30.813.000 
30000 with coloured cap 30.812.010 30000 with coloured cap 30.813.010 
4000S Q with coloured cap 40.812.010 4000S Q with coloured cap 40.813.010 


Mechatronic key, long with 10 mm key shaft. 


KESO long and extra-long colour cap keys are 
beautifully styled and can be equipped with 
RFID technology for third party applications on 


request. 


x0 . 81X/000/52/00/01 


1 2 


Mechatronic key, extra-long with 15 mm key 
shaft. 


2 2000S O, 2000S 
3 3000 Q, 3000 
4 4000S Q 


1: System 


000 Standard 

005 Duplo 

009 Conversion key CC 
010 Omega 

074 Omega Duplo 


2: Key design 


18 Keys 


3: Bow colour 


> Please refer to 
back cover page 
for colour samples 


26 signal yellow 
27 light ivory 

28 neon orange 
29 traffic orange 
30 sulphur yellow 
33 ruby red 

34 traffic red 

43 erica violet 

47 purple 

52 ultramarine blue 
54 pastel blue 

64 traffic green 
65 moss green 

68 yellow green 
74 signal grey 

86 deer brown 
91 pure white 

92 graphite black 
96 Black grey 


4: RFID add-on 00 without 

10 Legic Advant 4k 
11 Legic Prime 1k 
20 Mifare Desfire 
21 Mifare Classic 1k 


(ISO 14443A) 


01 Standard 
02 Hard chrome-plated 
03 Gold-plated 


5: Surface 
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Locking cylinders 
Euro profile 


Information on locking cylinders .......................20 
Double CyliMGers sss.sseenseesessesreseseecsseeerresesssoesseee 21-33 
SHORE GyIIMGONS aeaeaei einan omens 34 
Thumbturn cylinders... 39-40 


Simple CylinG ers cescescccssesecsosrereossesscoaneeessesemesrsen 42—9 


Information on locking cylinders 


Extensions: 
Locking cylinders 
with Euro profile 


30mm 30mm 

35mm 35mm 

40 mm 40 mm 

45mm 45 mm 

50mm 50 mm 

55mm 55 mm 

60 mm 60 mm 

65 mm 65 mm 

70 mm 70mm 

75mm 75mm 

80 mm 80mm A A A 

85 mm 85 mm Depending on the Lengths for standard Side A on the outside 
90 mm 90 mm type of cylinder, not all cylinders above (special functions, i.e. priority, 
95mm 95mm = lengths are available. 95 mm on request. drilling protection). 


Cylinder cams (from side A viewpoint) 


SR Standard cam, right-hand — SL Standard cam, left-hand MT Multilock cam SP Spider cams 
MS Multilock cam, narrow 
BR Biffar cam, right-hand BL Biffar cam, left-hand 


20 Locking cylinders Euro profile www.assaabloy.ch +49 4181 9240 


Double cylinder 


Standard ASSA ABLOY 

era e o se e- 
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4000S Q 4000S 2000S Q 2000S 


Chrome nickel steel 41.215 21.215 
Sidra metal 41.415 21.415 
Chrome/|sidra material mix 41.915 21.915 
VdS Standard double cylinder with Euro profile Options ____________ Scope of delivery 
for mortise locks and surface-mounted locks System l täoüblecylinder 
of all types. Cylinder material 1 fastening screw, 
Length A M5x75 mm 
Length B 
— Material: chrome nickel steel or Sidra metal Cam type VdS Certification 
— Standard length: 30/30 mm ae 
; : eeve B colour i 
— Chrome nickel steel connecting bar Rotor colour standard: VdS A 
— With hard dtumbl HRC60 ABS Including drilling protection: 
With hardened tumblers ; VdS BZ (systems) 
Oxide VdS BZ+ (individual 
lockings) 
41.215/30.0/30.0/SR/01/01/0/0/N 
41.415/30.0/30.0/SR/03/03/0/0/N 
41.915/30.0/30.0/SR/01/03/0/0/N 
1 2 3 + 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 
440008 Q SL Standard position L 02 nickel-plated 
-Cylind ial h ickel MT Multilock 03 chrome-plated, matt 
2: Cylinder material 2 Syne a el stee ig Multlockmarrow 04 gold deco 
4si i ie eee SP Spider gear wheel 05 bronzed / light 
9 CrNi/Sidra material mix BR Biffar, right-hand 07 black 
3: Length A 3030mm BL Biffar, left-hand 08 glossy, chrome-plated 
FN Third-part' 
25mm eet ea 8: Rotor colour 0 Standard rotor colour 
= Ul eee 1 With coloured rotor 
6: Sleeve A colour 01 CRNI : : 
4: Length B 3030mm 02 nickel-plated ZAB o oel R 
3535 mm 03 chrome-plated, matt Ga A 
40 40 mm 04 gold deco Rige 
XX 5 mm increments 05 bronzed / light 10: Oxide N Without oxidation 
07 black protection 
08 glossy, chrome-plated J With oxidation protection 
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Double cylinder 
Indoor areas 


4000S Q 4000S 


——_____—, 
ASSA ABLOY 
= e o Ase e 
© 1/6) © 
vs- j- 
k 30 >k 30 >| 


2000S Q 2000S 


Sidra metal 41.715 21.715 
VdS Double cylinder in Euro profile for indoor Options Scope of delivery 
areas. System , 1 double cylinder 
sure material 1 fastening screw 
: z ; Length A 
— Material: Sidra metal, nickel-plated ei B Mas SSmi 
— Thumb turn: nickel-plated brass Cam type VdS Certification 
— Standard length: 30/30 mm Jacket-type nae A ate 
: eeve B colour : 
connecting bar (3-part), made of steel / Rotor colour standard: VASA 
Sidra metal, thumb turn on one side 
— With hardened HRC60 tumblers 
41 z 715/30 : 0/30 : 0/SR/02/02/0/0/N 
1 2 3 4 a 6 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 8: Rotor colour 0 Standard rotor colour 
440008 Q SL Standard position L 1 With coloured rotor 
2: Cylinder material 4 Sidra metal er ON 9: ABS oes asl 
3:Length A 30 30mm SP Spider gear wheel pees 
35 35mm BR Biffar, right-hand 10: Oxide N Without oxidation 
4040 mm BL Biffar, left-hand protection 
5050 mm FN Third-party cam 
enclosed 
4: Length B 3030mm 
35 35mm 6: Sleeve A colour 02 nickel-plated 
40 40 mm 04 gold deco 
5050 mm 05 bronzed / light 
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7: Sleeve B colour 


02 nickel-plated 
04 gold deco 
05 bronzed / light 
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Double cylinder 


With priority function POSA ABION 


+ 
4 
4 
j 
\ 
+ 
4 
j 


4000S Q 4000S 2000S Q 2000S 


Chrome nickel steel 41.216 21.216 
Sidra metal 41.416 21.416 
Chrome/sidra material mix 41.916 21.916 
VdS It For residential buildings, hospitals, care homes Options __________ Scope of delivery 
7 and retirement homes. System À 1 double cylinder 
aae ae 1 fastening screw, 
: : : . : ; en 
This cylinder is equipped with a special cou- ie B Maxam 
pling, which gives the outer cylinder side, that Cam type VdS Certification 
is, the key inserted from the outside, priority Sleeve A colour 
at all times Sleeve B colour Standard: VdS A 
` Rotor colour Including drilling protection: 
ABS VdS BZ (systems) 
If a key is inserted on the inside, access from Oxide VdS BZ+ (individual 
the outside is still guaranteed. lockings) 
— Material: chrome nickel steel or Sidra metal 
— Standard length: 30/30 mm 
— Chrome nickel steel connecting bar 
41.216/30.0/30.0/SR/01/01/0/0/N 
41.416/30.0/30.0/SR/03/03/0/0/N 
41 3 916/30 5 0/30 : 0/SR/01/03/0/0/N 
1 2 3 + 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 
440008 Q SL Standard position L 02 nickel-plated 
-Cylind ial h ickel l MT Multilock 03 chrome-plated, matt 
2: Cylinder material 2 Syne a el stee me nied nno 04 gold deco 
g5i T ie flat SP Spider gear wheel 05 bronzed / light 
9 CrNi [Sidra material mix BR Biffar, right-hand 07 black 
3: Length A 3030mm BL Biffar, left-hand 08 glossy, chrome-plated 
FN Third-part' 
-= 5 m eet peels 8: Rotor colour 0 Standard rotor colour 
= Ul eee 1 With coloured rotor 
6: Sleeve A colour 01 CRNI : : 
4: Length B 30 30mm 02 nickel-plated zene a oel R 
3535 mm 03 chrome-plated, matt Ga a 
40 40 mm 04 gold deco A Side 
XX 5 mm increments 05 bronzed / light 10: Oxide N Without oxidation 
07 black protection 
08 glossy, chrome-plated J With oxidation protection 
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Double cylinder 


ee 
With priority function for indoor areas ASSR ABION 
je— 17 = {|e | 9,5 fe 1e 
33 ii E 
4 © Ol $ 
M5—| j- 
ie 30 ve 30 > 
Sidra metal 41.716 21.716 
VdS Euro profile double cylinder for indoor areas. Options ____________ Scope of delivery 
For residential buildings, hospitals, retirement System l 1 double cylinder 
and old people’s homes. This cylinder features Cylinder material 1 fastening screw 
ial li hich t orit Length A M5 x 85 mm 
a special coupling which guarantees priority Length B 
for the outer cylinder side or a key inserted Cam type VdS Certification 
from the outside at all times. Access from ee 
. . 4 eeve b colour Standard: VdS A 
the outside is assured even if there is a key Rötor colour angar 
inserted on the inside. 
— Material: Sidra metal, nickel-plated 
— Standard length: 30/30 mm 
— Jacket-type connecting bar (3-part), 
made of steel / Sidra metal 
— Max. 50/50 mm long 
41 : 716/30 : 0/30 . 0/SR/02/02/0/0/N 
1 2 3 4 a 6 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 8: Rotor colour 0 Standard rotor colour 
440008 Q SL Standard position L 1 With coloured rotor 
2: Cylinder material 4 Sidra metal er ON 9: ABS oes asl 
3:Length A 30 30mm SP Spider gear wheel pees 
3535mm BR Biffar, right-hand 10: Oxide N Without oxidation 
4040 mm BL Biffar, left-hand protection 
5050 mm FN Third-party cam 
enclosed 
4: Length B 3030mm 
35 35mm 6: Sleeve A colour 02 nickel-plated 
40 40 mm 04 gold deco 
5050 mm 05 bronzed / light 
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7: Sleeve B colour 


02 nickel-plated 
04 gold deco 
05 bronzed / light 
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Double cylinder 


Asymmetric 
i i 


4000S Q 4000S 


2000S Q 2000S 


Sidra metal 41.465 21.465 
VdS Asymmetric double cylinder with Euro profile Options Scope of delivery 
for mortise locks and surface-mounted locks of System 1 double cylinder 
all types. Cylinder material 1 fastening screw, 
TA M5x75 mm 
eng 
— Material: chrome-plated, Sidra metal Cam type VdS Certification 
— Standard length: 27.5/35 mm Sleeve A colour 
; Sleeve B colour Standard: VdS A 
— With hardened tumblers HRC60 Rotor colour ee NG: ; 
-Ch ickelsteel tingib ABS Including drilling protection: 
rome nickel steel connecting bar ; VdS BZ (systems) 
Oxide VdS BZ+ (individual lock- 
ings) 
41 : 465/27 : 5/35 : 0/SR/03/03/0/0/N 
1: System 2 2000S Q, 2000S 6: Sleeve A colour 02 nickel-plated 9: ABS 0 Without drill-open 
440008 Q 03 chrome-plated, matt protection 
2: Cylinder material 4 Sidra metal Ba gold geco Biden 
05 bronzed / light ; : T 
10: Oxide N Without oxidation 
3: Length A 27.5 27.5 mm 07 black aA 
08 glossy, chrome-plated prs aoe : 
4: Length B 3535mm J With oxidation protection 
4040 mm 7: Sleeve B colour 02 nickel-plated 
45 45 mm 03 chrome-plated, matt 
50 50 mm 04 gold deco 
5555 mm 05 bronzed / light 
60 60 mm 07 black 
65 65 mm 08 glossy, chrome-plated 
5: Cam type SR Standard position R 8: Rotor colour 0 Standard rotor colour 


SL Standard position L 


1 With coloured rotor 
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Locking cylinders Euro profile 25 


Double cylinder 


Asymmetric, indoor areas 


4000S Q 4000S 


i 
ASSA ABLOY 
1 H95 f- 1>- 
os ° 
m5- fe 
k— 27,5 —+ 35 > 


2000S Q 2000S 


Sidra metal 41.765 21765 
VdS Double cylinder, asymmetric, for indoor areas. Options Scope of delivery 
System ; 1 double cylinder 
— Material: Sidra metal, nickel-plated Standard a 1 fastening screw 
length: 27.5/35 mm With hardened HRC60 Length B Ma SSmi 
tumblers Cam type VdS Certification 


4 8 9 10 


41.765/27.5/30.0/SR/02/02/0/0/N 


1 2 


Sleeve A colour 
Sleeve B colour 
Rotor colour 


02 nickel-plated 
04 gold deco 
05 bronzed / light 


0 Standard rotor colour 
1 With coloured rotor 


0 Without drill-open 
protection 


1: System 2 2000S Q, 2000S 7: Sleeve B colour 
4 4000S Q 
2: Cylinder material 4 Sidra metal 
8: Rot | 
3: Length A 27.527.5mm eae 
4: Length B 3030mm 9: ABS 
35 35mm 
40 40 mm 
5050mm 10: Oxide 
5: Cam type SR Standard position R 


N Without oxidation 
protection 


SL Standard position L 


6: Sleeve A colour 


02 nickel-plated 
04 gold deco 
05 bronzed / light 
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Standard: VdS A 
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Double cylinder 
With freewheel cam 


35 fe 35 | 


4000S Q 2000S Q 2000S 


Chrome nickel steel 41.20W 21.20W 
Sidra metal 41.40W 21.40W 
VdS Double cylinder with 360° freewheeling cam Options Scope of delivery 
for special anti-panic locks where the handle System l 1 double cylinder 
can still actuate the latch and deadbolt, even To 1 fastening screw, 
: h en 
in the case of a locked cylinder, thus also turn- Length B Max fammi 
ing the cam. Actuator position is not defined. Cam type VdS Certification 
The actuator can rotate freely if no key is in- E EN 
ou eeve B colour f 
serted. When the key is inserted, the actuator Rotor colour Standard: VdS A 
z d Including drilling protection: 
Is engaged. ABS VdS BZ (systems) 
Oxide VdS BZ+ (individual 
— Material: chrome nickel steel or Sidra metal lockings) 
— Standard colour: chrome nickel steel 
— Standard length: 35/35 mm 
— With hardened tumblers HRC60 
41.20W/35.0/35.0/SR/01/01/0/0/N 
41 : 40W/35 : 0/35 : 0/SR/03/03/0/0/N 
1 2 3 I 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 6: Sleeve A colour 01 CRNI 9: ABS 0 Without drill-open 
440008 Q 02 nickel-plated protection 
2: Cylinder material 2 Chrome nickel steel z Toa pak Mtoe riopenprorecton 
4 Sidra metal 05 bronzed / light 10: Oxide N ae 
3: Length A 3535 mm 07 black : S : 
me 40 mim 08 glossy, chrome-plated J With oxidation protection 
E45 mo 7: Sleeve B colour 01 CRNI 
XX 5 mm increments 02 nickel-plated 
4: Length B 35 35mm 03 chrome-plated matt 
40 40 mm 04 gold deco 
45 45mm 05 bronzed / light 
XX5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type SR Standard position R 


SL Standard position L 
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8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Locking cylinders Euro profile 


Double cylinder 
Dummy single sided 


4000S Q 4000S 


2000S Q 2000S 


Chrome nickel steel 41.241 21.241 
Sidra metal 41.441 21.441 
Chrome/|sidra material mix 41.941 21.941 
VdS Euro profile double cylinder, without locking Options scopeof delivery 
option on one side. System i 1 double cylinder 
Cylinder material 1 fastening screw, 
— Material: chrome nickel steel or Sidra metal ke Meet nnn 
— Standard length: 30/30 mm Cam type VdS Certification 


— With hardened tumblers HRC60 


Sleeve A colour 
Sleeve B colour 
Rotor colour 


Standard: VdS A 
Including drilling protection: 


ABS VdS BZ (systems) 
Oxide VdS BZ+ (individual 
lockings) 
41.241/30.0/30.0/SR/01/01/0/0/N 
41.441/30.0/30.0/SR/03/03/0/0/N 
41 : 941/30 : 0/30 : 0/SR/01/03/0/0/N 
2 2000S Q, 2000S 5: Cam type SR Standard position R 7: Sleeve B colour 01 CRNI 


1: System 


440008 Q 


2: Cylinder material 


2 Chrome nickel steel 
4 Sidra metal 
9 CrNi / Sidra material mix 


3: Length A 


30 30 mm 
8535mm 
40 40 mm 
XX 5 mm increments 


SL Standard position L 

MT Multilock 

MS Multilock narrow 

SP Spider gear wheel 

BR Biffar, right-hand 

BL Biffar, left-hand 

FN Third-party cam 
enclosed 


4: Length B 


3030 mm 
35 35mm 
40 40 mm 
XX 5 mm increments 


28 Locking cylinders Euro profile 


6: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS 0 Without drill-open 
protection 
ASideA 
10: Oxide N Without oxidation 


protection 
J With oxidation protection 


+49 4181 9240 


Double cylinder 


________, 
With pulling protection ARANAN 
174 He s6 1e 
pulling 
protection side 
; 43 i R15 E = 
= Soe z 
@ | l = UP 0-16, ; 
Ce & — 10 Rie i 
pao ke 20 — M5 fe fH17,.2-44 
k— 30 —k— 30 — 
Chrome nickel steel 41.228 21.228 
Chrome/sidra material mix 41.928 21.928 
Double cylinder with Euro profile with pulling Options Scope of delivery 
protection rotor and high-quality drill-open System 1 double cylinder 
protection in sleeve and rotor. Cylinder material 1 fastening screw, 
ie M5x75 mm 
eng 
— Material: chrome nickel steel Cam type VdS Certification 
— Standard length: 30/30 mm Sleeve A colour 
Sleeve B colour Standard: 


— Chrome nickel steel connecting bar 
— Anchoring on longitudinal plate 

— With hardened tumblers HRC60 

— pulling protection 

— Drill-open protection 


41.228/30.0/30.0/SR/01/01/0/A/N 


41.928/30.0/30.0/SR/01/03/0/A/N 


7 9 10 


Rotor colour 
ABS 
Oxide 


1 2 3 


VdS BZ (systems) 
VdS BZ+ (individual 
lockings) 


1: System 


2 2000S Q, 2000S 
440008 Q 


2: Cylinder material 


2 Chrome nickel steel 


9 CrNi / Sidra material mix 


3: Length A 


30 30 mm 
8535 mm 
40 40 mm 
XX 5 mm increments 


5: Cam type 


SR Standard position R 

SL Standard position L 

MT Multilock 

MS Multilock narrow 

SP Spider gear wheel 

BR Biffar, right-hand 

BL Biffar, left-hand 

FN Third-party cam 
enclosed 


T: Sleeve B colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


4: Length B 


30 30 mm 
8535 mm 
40 40 mm 
XX 5 mm increments 


+49 41819240 


6: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS ASideA 
10: Oxide N Without oxidation 
protection 


J With oxidation protection 
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Locking cylinders Euro profile 


29 


Double cylinder 


With cylinder extraction protection 
and priority function 


2000S Q 2000S 


4000S Q 4000S 


Chrome nickel steel 41.257 21.257 
Chrome/sidra material mix 41.957 DAES 
h Double cylinder in Euro profile with cylinder Options Scope of delivery 
v extraction protection rotor, high-grade drilling System l 1 double_cylinder fastening 
- protection and priority function. This cylinder arte material screw M5 x 85 mm 
> 4 features a special coupling which guarantees aera seas 
a» isk . : 8 VdS Certification 
priority for the outer cylinder side or a key Cam type 
inserted from the outside at all times. Sleeve A colour Standard: 


— Material: chrome nickel steel (_1.257) 

— Material: chrome nickel steel / Sidra (_ 1.957) 

— Standard length: 30/30 mm with connecting 
bar made of chrome nickel steel 

— With HRC60 hardened tumblers 


41.257/30.0/30.0/SR/01/01/0/A/N 


Sleeve B colour 
Rotor colour 
ABS 

Oxide 


1 2 3 


41.957/30.0/30.0/ 


5 6 7 


SR/01/03/0/A/N 


VdS BZ (systems) 
VdS BZ+ (individual 
lockings) 


1: System 


2 2000S Q, 2000S 
440008 Q 


2: Cylinder material 


9 CrNi / Sidra material mix 
9 CrNi / Sidra material mix 


3: Length A 


3030 mm 
35 35mm 
40 40 mm 
XX 5 mm increments 


SR Standard position R 

SL Standard position L 

MT Multilock 

MS Multilock narrow 

SP Spider gear wheel 

BL Biffar, left-hand 

FN Third-party cam 
enclosed 


4: Length B 


3030 mm 
3535 mm 
40 40 mm 
XX 5 mm increments 


Locking cylinders Euro profile 


6: Sleeve A colour 01 CRNI 


02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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T: Sleeve B colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS 


A Side A 


10: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Double cylinder 


Pulling protection with freewheel cams ASSA ABLOY 
r n , 
je 17 = 0,8 35 35 re 1 


pulling protection side *| % 


33 19 R15 


p tleit l4 
| l ij 
A0 A pa) a le 5x08 
pi @4,2x20 4,210 


4000S Q 4000S 2000S Q 2000S 


Chrome nickel steel 41.20X 21.20X 
Chrome/sidra material mix 41.90X 21.90X 
Euro profile double cylinder with pulling Options Scope of delivery 
protection and 360° freewheel cam for special System l 1 double cylinder 
anti-panic locks where the handle can still To 1 fastening screw, 
3 en 
actuate the latch and deadbolt, even in the eon Max fammi 
case of a locked cylinder. Cam type VdS Certification 
Sleeve A colour 
; : : : : Sleeve B colour 5 
With pulling protection rotor and high-quality Rotor colour aoe ed 
s aa systems 
drill-open protection in sleeve and rotor, ABS vds B74 (individual 
including anchoring on backplate Oxide lockings) 
— Material: chrome nickel steel 
— Standard length: 35/35 mm 
— With hardened tumblers HRC60 
— pulling protection 
— Drill-open protection 
41.20X/35.0/35.0/SR/01/01/0/0/N 
41 i 90X/35 : 0/35 : 0/SR/01/03/0/0/N 
1 2 3 I 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 6: Sleeve A colour 01 CRNI 9: ABS 0 Without drill-open 
440008 Q 02 nickel-plated protection 
2: Cylinder material 2 Chrome nickel steel z aoa mart mice 
9 CrNi / Sidra material mix 05 bronzed /light 10: Oxide N Se 
3: Length A 3535mm 07 black : aoe : 
TT 40 mm 08 glossy, chrome-plated J With oxidation protection 
E45 mo T: Sleeve B colour 01 CRNI 
XX 5 mm increments 02 nickel-plated 
4: Length B 3535 mm 03 chrome-plated, matt 
40 40 mm 04 gold deco 
45 45 mm 05 bronzed / light 
XX5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type SR Standard position R 


SL Standard position L 
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8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Locking cylinders Euro profile 


32 


Double cylinder 


. EEE et 
Dummy both sides ABSA DELOV 
I 60 ” 
| {hd 
Ju 
33 19 i 
~ MORA 
MB] j- 
\e 30 —k 30 > 
Sidra metal 21.403 
Double cylinder, Euro profile, dummy both Options ____________ Scope of delivery 
sides. System i 1 double cylinder 
ee 1 fastening screw, 
š . en 
— Material: Sidra metal ei B Max rammt 
— Standard length: 30/30 mm Cam type 


21.403/30.0/30.0/ 


3 4 


— Dummy cylinder 


— No locking option available 


ON/03/03/0 


=] € 8 


Sleeve A colour 
Sleeve B colour 
Rotor colour 


1: System -without - 


2: Cylinder material 4 Sidra metal 


3: Length A 30 30 mm 
8535mm 
40 40 mm 


XX 5 mm increments 


6: Sleeve A colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


4: Length B 30 30 mm 
8535 mm 
40 40 mm 


XX 5 mm increments 


5: Cam type ON Without cam 


T: Sleeve B colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


Locking cylinders Euro profile 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Double cylinder 


With Duplo function ASSA ABLOY 
je 17 = =j- 1 — 9,5 je te 
© © 
MS =| fe 
I 35 ole 30 > 


4000S Q 4000S 2000S Q 2000S 


Chrome nickel steel 41.229 21229 

Sidra metal 41.429 21.429 

VdS Double cylinder with double locking function. Options Scope of delivery 
The key action on the spring bolt can be actu- System l 1 double cylinder 
ated with a normal key; the Duplo key actuates T 1 fastening screw, 
the deadbolt and the key action on the spring Length B Max fammi 
bolt; lock-out function. Cam type VdS Certification 


Locking function for staff entrances, etc. When 
placing locking system orders, please specify 
that this is a Duplo system, or that the system 
includes Duplo cylinders. 


— Material: chrome nickel steel or Sidra metal 

— Standard colour: chrome nickel steel or 
Sidra metal 

— Standard length: 

— Duplo single side: 35.0/30.0 mm 

— Duplo both sides: 35.0/30.0 mm 

— With hardened tumblers HRC60 


41.229/35.0/30.0/SR/01/01/0/0/N/S1 
41.429/35.0/30.0/SR/01/03/0/0/N/S1 


1 2 3 


10 11 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
Oxide 

Spec. Function 


Functions 


Standard: VdS A 


270° 
Normal key function 


360° 
Duplo key function 


1: System 2 2000S Q, 2000S 6: Sleeve A colour 02 nickel-plated 9: ABS 0 Without drill-open 
4 4000S Q 03 chrome-plated, matt protection 
04 gold d A Side A 
2: Cylinder material 2 Chrome nickel steel ERIS Tp a 
i 05 bronzed /light A 3 ane: 
4 Sidra metal 10: Oxide N Without oxidation 
a black protection 
: 08 glossy, chrome-plated 
3 lengihjA B5 R mn Sy ž J With oxidation protection 
“ren unten 7: Sleeve B colour 02 nickel-plated : F 
45 45mm 03 ch Hetlmne 11: Spec. Function $1DuplosideA 
5 mm increments Bathe re S2 Duplo side A+B 
2X 04 gold deco P 
4: Length B 3030mm 05 bronzed /light 
35 35mm 07 black 
40 40 mm 08 glossy, chrome-plated 
__ lui eu s 8: Rotor colour 0 Standard rotor colour 
5:Cam type SR Standard position R 1 With coloured rotor 


SL Standard position L 


+49 41819240 


wwwaassaabloy.ch 


Locking cylinders Euro profile 


33 


Short cylinder 


4000S Q 


Sidra metal 


41.43Y 


The Euro profile short cylinder is used in nar- 


row metal or glass doors. 


The short cylinder can be integrated with the 
KESO 4000S omega locking system (as per the 


separate equipment table). 


Options 


System 


Cylinder material 


Length A 
Length B 

Cam type 
Sleeve A colour 
Sleeve B colour 
Rotor colour 


— Material: chrome-plated, Sidra metal 


— Basic length: 28 mm (with shields) 


Matching keys 


— For commercially available locks with Euro 


profile cutout 


— Can be extended separately on both sides 


41.43Y/14.0/14.0/SR/31/31/1 


1 3 5 7 8 


Key shape 


Scope of delivery 


1 short cylinder with shields 
1 fastening screw, 


Colour cap keys 
Round keys 
Trapeze keys 
Long keys 
Extra-long 


1: System 4 4000S Q 6: Sleeve A colour 


2: Cylinder material 4 Sidra metal 


3: Length A 1414 mm 


03 chrome-plated, matt 
04 gold deco 

08 glossy, chrome-plated 
31 Satin, nickel-plated 


16 16 mm 
18 18 mm 
26 26 mm 


7: Sleeve B colour 


4: Length B 14 14 mm 


03 chrome-plated, matt 
04 gold deco 

08 glossy, chrome-plated 
31 Satin, nickel-plated 


16 16 mm 


8: Rotor colour 
18 18 mm 


1 With coloured rotor 


26 26 mm 


5: Cam type SR Standard position R 


SL Standard position L 


34 Locking cylinders Euro profile 
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M5 x75 mm 
Lenght A/B 
14mm 16mm 18mm 26mm 
Y Y 
Yv v 
Vv Vv Vv 
Vv Vv Vv 
Vv Vv Vv Vv 
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Cylinder with thumb turn 
Standard 


4000S Q 4000S 


_______—_, 
ASSA ABLOY 
— 9,5 fe k— 24,5 | 
>) 
ma - | — Y+ 230 
MORA 
MS fe 
k— 30 —+— 30 —4 


2000S Q 2000S 


Chrome nickel steel 41.219 21.219 
Sidra metal 41.419 21.419 
Chrome/sidra material mix 41.919 21.919 
VdS The thumb turn cylinder with Euro profile for Options Scope of delivery 
mortise locks and surface-mounted locks of all System l 1 thumb turn cylinder 
kinds is mainly used in hotels, hospitals, homes aee 1 fastening screw, 
for the elderly and care homes. Lenth B Max LSM 
Cam type VdS Certification 
— Chrome nickel steel connecting bar ae 
—Wi i i Standard: VdS A 
o n ae sas side Rotor colour Including drilling protection: 
— With hardened tumblers HRC60 Thumbturn B VdS BZ (systems) 
ABS VdS BZ+ (individual 
Oxide lockings) 
Thumbturn B 
£D 
41.219/30.0/30.0/SR/01/01/0/E050/0/N 
41.419/30.0/30.0/SR/03/03/0/E050/0/N ad E051 E032 
andar 


41 : 919/30.0/30.0/SR/01/03/0/E050/0/N 


1 2 3 


5 6 7 8 ] 10 11 


1: System 


2 2000S Q, 2000S 
440008 Q 


5: Cam type 


MT Multilock 


SR Standard position R 
SL Standard position L 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


2 Chrome nickel steel 
4 Sidra metal 
9 CrNi / Sidra material mix 


2: Cylinder material 


3: Length A 3030mm 


MS Multilock narrow 

SP Spider gear wheel 

BL Biffar, left-hand 

FN Third-party cam enclosed 


35 35mm 
40 40 mm 
XX 5 mm increments 


6: Sleeve A colour 


4: Length B 3030mm 
35 35mm 
40 40 mm 


XX 5 mm increments 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


7: Sleeve B colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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9: Thumbturn B 


E050 30 mm standard 
£051 35 mm with key 

holding device 
E052 2-leaf 


10: ABS 


0 Without drill-open 
protection 
A Side A 


11: Oxide 


N Without oxidation 
protection 
J With oxidation protection 


Locking cylinders Euro profile 


35 


Thumb turn cylinder 
Indoor areas 


4000S 


——_____—, 
ASSA ABLOY 
195 fe k— 24,5 | 
a) 
-— H 230 
MOR 
M5- fe 
k— 30 —++— 30 — 


2000S Q 2000S 


Sidra metal 41.719 21.719 
VdS Thumb turn cylinder in Euro profile for indoor Options Scopeof delivery 
areas. For mortise locks and rim locks of all System l 1 thumb. turn cylinder 
types. Mainly used in hotels, hospitals, retire- Cylinder material 1 fastening screw 
tiid nurin h Length A M5 x 85 mm 
ment and nursing homes. Length B 
Cam type Vd5 Certification 


41.719/30.0/30.0/SR/02/02/0/E050/0/N 


— Material: Sidra metal, nickel-plated 

— Thumb turn: nickel-plated brass 

— Standard length: 30/30 mm 

— Jacket-type connecting bar (3-part), 
made of steel / Sidra metal 

— Thumb turn on one side 

— With hardened HRC60 tumblers 


10 11 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
Thumbturn B 


Standard: VdS A 


1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 
4 4000S Q SL Standard position L 
2: Cylinder material 4 Sidra metal = Pa TERON 
3: Length A 30 30 mm SP Spider gear wheel 
3535 mm BL Biffar, left-hand 
40 40 mm FN Third-party cam 
50 50 mm enclosed 
4: Length B 30 30 mm 6: Sleeve A colour 02 nickel-plated 
3535 mm 04 gold deco 
40 40 mm 05 bronzed/light 
50 50 mm 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: Thumbturn B 


E050 30 mm standard 
E051 35 mm with key 
holding device 


7: Sleeve B colour 


02 nickel-plated 
04 gold deco 
05 bronzed/light 


E052 2-leaf 
10: ABS 0 Without drill-open 
protection 
11: Oxide N Without oxidation 


protection 
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Cylinder with thumb turn 


With priority function ASSA ABLOY 
se, 

= ee 

i = 
) os —-}-|— =i 
= @ ewe E>} | 

= - 
Mi $- 
k— 30 —++— 30 — 


4000S Q 4000S 2000S Q 2000S 


Chrome nickel steel 41.22U 21.22U 
Sidra metal 41.42U 21.42U 
VdS it Thumb turn cylinder Euro profile with priority Options Scope of delivery 
Dá function for residential buildings, psychiatric System l 1 thumb turn cylinder 
care, hospitals, homes for the elderly and Cylinder material 1 fastening screw, 
retirement homes oe Max (amm 
i Length B 
Carm type VdS Certification 
This cylinder is equipped with a special cou- ahaa ane 
pling, which gives the outer cylinder side, that Rotor colour n Poa 
is, the key inserted from the outside, priority at Thumbturn B vas BZ (ystems). en 
all times. ABS VdS BZ+ (individual 
Oxide lockings) 
— Material: chrome nickel steel or Sidra metal 
— Thumb turn: nickel-plated brass Thumoturn E 
— Standard length: 30/30 mm 
— Priority function on key side A 
— Chrome nickel steel connecting bar 
— With hardened tumblers HRC60 — 
E.050 E.051 E.052 
Standard 
41.22U/30.0/30.0/SR/01/01/0/E050/0/N 
41.42U/30.0/30.0/SR/03/03/0/E050/0/N 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7T: Sleeve B colour 01 CRNI 


440005 Q 


2: Cylinder material 


2 Chrome nickel steel 


SL Standard position L 
MT Multilock 


02 nickel-plated 
03 chrome-plated, matt 


Sid | MS Multilock narrow 04 gold deco 
4 Sidra meta SP Spider gear wheel 05 bronzed / light 
3: Length A 3030 mm BL Biffar, left-hand 07 black 
3535 MM FN Third-party cam 08 glossy, chrome-plated 
losed 
40 2 mm SMELE 8: Rotor colour 0 Standard rotor colour 
e a mm nemeni 6: Sleeve A colour 01 CRNI 1 With coloured rotor 
7 02 nickel-plated 
4: Length B 30 30 mm MED S 9: Thumbturn B E050 30 mm standard 
3535 mm 03 chrome-plated, matt ; 
£051 35 mm with key 
40 40 mm 04 gold deco holding device 
Xx 5 mm increments 05 bronzed /light E052 2-leaf i 
07 black 
08 glossy, chrome-plated 10: ABS 0 Without drill-open 
protection 
A Side A 
11: Oxide N Without oxidation 
protection 
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J With oxidation protection 
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Cylinder with thumb turn 
With pulling protection 


O 


_ A 


Ce M-A - 


40005 Q 4000S 


1-+}e— 30 —+4— 30 —— 24,5 | 
je 17,2] > 9.5 fe 


pulling 
protection side 


@4.2x20 @4.2x10 


2000S Q 2000S 


Chrome nickel steel 41.239 21.239 
Chrome/sidra material mix 41.939 21.939 
Thumb turn cylinder with Euro profile with Options Scope of delivery 
pulling protection rotor and carbide pins for System 1 thumb turn cylinder 
high-quality drill-open protection, in sleeve Cylinder material 1 fastening screw, 
d Length A M5 x75 mm 
and rotor. Length B 
Cam type VdS Certification 
— Material: chrome nickel steel T EA 
— Thumb turn: nickel-plated brass Rotor celor Standard: VdS A 
_ dard! h: 30/30 Thumb 5 Including drilling protection: 
Stan ard length: 3( l ð mm apn turn VdS BZ (systems) 
— Anchoring on longitudinal plate aan VdS BZ+ (individual 
— Chrome nickel steel connecting bar lockings) 
— With hardened tumblers HRC60 
— pulling protection ann nenne 
— Drill-open protection 
ED 
_ 
E.050 E.051 E.052 
Standard 
41.239/30.0/30.0/SR/01/01/0/E050/A/N 
41 . 939/30 ; 0/30 , 0/SR/01/03/0/E050/A/N 
1 2 3 4 5 6 7 8 9 10 11 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7: Sleeve B colour 01 CRNI 


440008 Q 


2 Chrome nickel steel 
9 CrNi / Sidra material mix 
2 Chrome nickel steel 
9 CrNi / Sidra material mix 


2: Cylinder material 


SL Standard position L 
MT Multilock 

MS Multilock narrow 
SP Spider gear wheel 
BL Biffar, left-hand 

FN Third-party cam 


3: Length A 30 30 mm enclosed 

Zann 6: Sleeve A colour 01 CRNI 

g 40 mn 02 nickel-plated 

a EASON Pola 03 chrome-plated, matt 
4: Length B 3030mm 04 gold deco 

3535mm 05 bronzed / light 

40 40 mm 07 black 


XX 5 mm increments 


08 glossy, chrome-plated 
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02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: Thumbturn B 


£050 30 mm standard 
E051 35 mm with key 
holding device 


E052 2-leaf 
10: ABS ASide A 
11: Oxide N Without oxidation 


protection 
J With oxidation protection 
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Cylinder with thumb turn 


_______—_, 
Asymmetric Peer 
fe 17 > 1 |e 27,5 —re— 30 —+e— 24,5 4 
N 
|) HE = 
~ o 
2 Ea” + [6] ¢ i 
ai M5>| j- 
= 9,5 |- 


4000S Q 4000S 2000S Q 2000S 


Sidra metal 41.466 21.466 
VdS Asymmetric Euro profile thumb turn cylinder. Options Scope of delivery 
System ’ 1 thumb turn cylinder 
— Material: Sidra metal as 1 fastening screw, 
: en 
— Thumb turn: nickel-plated brass pare Masam 
— Standard length: 27.5/35 mm Cam type VdS Certification 
— Chrome nickel steel connecting bar act 
Aah eeve B colour Standard: VdS A 
With hardened tumblers HRC60 Retor.colour angal 
Thumbturn B 
Oxide 
Thumbturn B 
SN. 
— 
E.050 E.051 E.052 
Standard 
41 . 466/27 : 5/30 : 0/SR/03/03/0/E050/0/N 
1 2 3 + 5 6 7 8 9 10 11 
1: System 2 2000S Q, 2000S 6: Sleeve A colour 02 nickel-plated 9: Thumbturn B E050 30 mm standard 
440008 Q 03 chrome-plated, matt £051 35 mm with key 
Pa 3 7 04 gold deco holding device 
2: Cylinder material 4 Sidra metal 05 bronzed /light E052 2-leaf 
3; length A Z 27-5 mm = cen chrome-plated 10: ABS 0 Without drill-open 
4: Length B 3030mm a ; P protection 
a orn Det ees eee 
i : protection 
XX 5 mm increments = Seen J With oxidation protection 
5: Cam type SR Standard position R 07 black 


SL Standard position L 
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08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Cylinder with thumb turn 
MOZYeco 


4000S Q 4000S 


2000S Q 2000S 


Chrome nickel steel 41.20D 21.20D 
Sidra metal 41.40D 21.40D 
VdS Thumb turn cylinder Euro profile for the Options Scope of delivery 
MOZYeco motor cylinder. System 1 thumb turn cylinder 
Ty material 1 fastening screw, 
2 P Length A 
— Material: chrome nickel steel or Length A Macam 
Sidra metal Cam type VdS Certification 


— Thumb turn: nickel-plated brass 


— Standard overall length 
— (housing + espagnolette): 111 mm 
— Cylinder side B: 30 mm 

— (excl. espagnolette 51 mm) 
— Chrome nickel steel connecting bar 


— With hardened tumblers HRC60 


41.20D/30.0/30.0/SR/01/01/0/0/N 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
ABS 

Oxide 


Standard: VdS A 

Including drilling protection: 
VdS BZ (systems) 

VdS BZ+ (individual 
lockings) 


41 : 40D/30 : 0/30 : 0/SR/03/03/0/0/N 
1 2 3 4 5 € 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 8: Rotor colour 0 Standard rotor colour 
440008 Q SL Standard position L 1 With coloured rotor 
BL Biffar, left-hand 
2: Cylinder material 2 Chrome nickel steel eee 9: ABS 0 Without drill-open 
4 Sidra metal 6: Sleeve A colour 01 CRNI protection 
02 nickel-plated A Side A 
3: Length A 30 30 mm 03 chrome-plated, matt 7 F E 
3535 mm 04 gold deco 10: Oxide N Without oxidation 
040 mm 05 bronzed / light eee : ; 
XX 5 mm increments 07 black J With oxidation protection 
4: Length B 3030mm 08 glossy, chrome-plated 
25 n mum 7: Sleeve B colour 01 CRNI 
#0 45 ey 02 nickel-plated 
2 50 mm 03 chrome-plated, matt 
ota 04 gold deco 
5555mm 


Locking cylinders Euro profile 


05 bronzed / light 
07 black 


08 glossy, chrome-plated 
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Thumb turn cylinder 


For Italian armoured doors ASSA ABLOY 
fe 17 > 12e 95 e 1,2 >|- 
, l 
R15 { |_| | + 
® |G © 
® 
= MB] fe 
k 30 —} 35 = 63,2 — 


4000S Q 4000S 


41.44. 
41.74L 


2000S Q 2000S 


21.44L 
21.74L 


Sidra metal, chrome-plated 


Sidra metal, nickel-plated 


Thumb turn cylinder in Euro profile with Options Scope of delivery 

special shaft for Italian armoured doors. System 1 thumb turn cylinder with 
i shaft1 fastening screw 

— Material: Sidra metal, matt, chrome-plated mee B M5 x 75mm 

— Standard length: 30/35 mm Cam type 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
ABS 

Oxide 


— Standard shaft length: 65 mm 
— Chrome nickel steel connecting bar 
— With HRC60 hardened tumblers 


41.44L/14/14/AB/01/01/1/A/J 
41.74L/14/14/AB/01/01/1/A/J 


1 2 3 10 


1: System 


2 2000S Q, 2000S 
4 4000S Q 


5: Cam type 


2: Cylinder material 


4 Sidra metal, chrome-plated 
7 Sidra metal, nickel-plated 


SR Standard position R 

SL Standard position L 

MT Multilock 

MS Multilock narrow 

SP Spider gear wheel 

BL Biffar, left-hand 

FN Third-party cam 
enclosed 


3: Length A 3030mm 

35 35mm 

40 40 mm 

Xx 5 mm increments 6: Sleeve A colour 
4: Length B 3535mm 
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02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed/light 

07 black 

08 glossy, chrome-plated 
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7: Sleeve B colour 


02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed/light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS 0 Without drill-open 
protection 
ASideA 
10: Oxide N Without oxidation 
protection 


J With oxidation protection 


Locking cylinders Euro profile 


Single cylinder 
Standard 


uf 


4000S Q 4000S 


2000S Q 2000S 


Chrome nickel steel 41.214 21,214 
Sidra metal 41.414 21.414 

Standard single cylinder in Euro profile with Options scope ofdelivery 
VdS ; 

adjustable cams (Art. B007). System 1 single cylinder 

a material 1 fastening screw, 
p . . Length A 
— Material: chrome nickel steel or Sidra metal Cam type Meta mnin 
— Standard length: 30 mm Sleeve A colour VdS Certification 


Rotor colour 


— With adjustable cams (Art. B007) 


— 8x 45° adjustable 
— Chrome nickel steel connecting bar 


— With hardened tumblers HRC60 


41.214/30.0/ES/01/0/0/N 
41.414/30.0/ES/03/0/0/N 


1 2 


6 


ABS 
Oxide 


1: System 


2 2000S Q, 2000S 
440008 Q 


2: Cylinder material 


2 Chrome nickel steel 
4 Sidra metal 


3: Length A 


3030 mm 
3535 mm 
40 40 mm 
XX 5 mm increments 


5: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


4: Cam type 


ES Adjustable cam, 8 x 45° 

MT Multilock 

MS Multilock narrow 

SP Spider gear wheel 

FN Third-party cam 
enclosed 


6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


Locking cylinders Euro profile 


7: ABS 0 Without drill-open 
protection 
A Side A 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 
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Standard: VdS A 

Including drilling protection: 
VdS BZ (systems) 

VdS BZ+ (individual 
lockings) 
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Single cylinder 


Indoor areas ASSA ABLOY 


I) 


® 
BBE 


4000S Q 4000S 2000S Q 2000S 


Sidra metal 41.714 21.714 
Standard single cylinder in Euro profile Options ____________ Scope of delivery 
VdS ith adjustabl d de B.007) fi 
with adjustable cam (order code B.007) for System l {siglo cylinder 
indoor areas. Cylinder material 1 fastening screw 
Length A M5 x 85 mm 
Cam type 
— Material: Sidra metal, nickel-plated Sleeve A colour VdS Certification 
— Standard length: 30/10 mm with adjustable Rotor colour 
cam (order code B.007) 8 x 45° adjustable Standard: VdS A 


— Zinc-casted connecting bar 
— With hardened HRC60 tumblers 


41.714/30.0/ES/02/0/0/N 


2 4 5 6 7 8 


1: System 2 2000S Q, 2000S 6: Rotor colour 1 With coloured rotor 
4 4000S Q 0 Standard rotor colour 
2: Cylinder material 4 Sidra metal 7: ABS 0 Without drill-open 
tecti 
3: Length A 3030mm pausisiidertd 
3535mm 8: Oxide N Without oxidation 
40 40 mm protection 
5050mm 
4: Cam type ES Adjustable cam, 8X45° 
MT Multilock 


MS Multilock narrow 

SP Spider gear wheel 

FN Third-party cam 
enclosed 


5: Sleeve A colour 02 nickel-plated 
04 gold deco 
05 bronzed/light 
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Single cylinder 
With pulling protection 


d) 


me 


4000S Q 4000S 


41.240 


Chrome nickel steel 


R 
ASSA ABLOY 
45° adjustable cams 
30° fixed cams 1> — 30 — þ—10 
17 17,2 | 9.5 fee 


7 © 
+ 
@4,2*20| >| -v5 
k— 40 — 


2000S Q 2000S 


Single cylinder in Euro profile and high-quality 
drill-open protection in sleeve and rotor. 


— Material: chrome nickel steel 

— Standard length: 30 mm 

— Standard with adjustable cams (Art. B007) 
— 8 x 45° adjustable 

— Anchoring on longitudinal plate 

— Chrome nickel steel connecting bar 

— With hardened tumblers HRC60 


21.240 
Options Scope of delivery 
System f 1 single cylinder 
Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Cam type 
Sleeve A colour Vd Certification 


Rotor colour 

ABS Standard: 

Oxide VdS BZ (systems) 
VdS BZ+ (individual 
lockings) 


— pulling protection 
— Drill-open protection 


41.240/30.0/ES/01/0/A/N 


1 2 6 


2 2000S Q, 2000S 5: Sleeve A colour 


4 4000S Q 


1: System 


2: Cylinder material 2 Chrome nickel steel 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


3: Length A 3030mm 

35 35mm 

40 40 mm 

XX 5 mm increments GiRotonealoun 
4: Cam type ES Adjustable cam, 8 x 45° 


0 Standard rotor colour 
1 With coloured rotor 


MT Multilock 


7: ABS 
MS Multilock narrow 


ASideA 


SP Spider gear wheel 8: Oxide 
FN Third-party cam 


enclosed 


N Without oxidation 
protection 
J With oxidation protection 
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Chrome nickel steel 


Single cylinder 
With freewheel cams 


4000S Q 4000S 


41.21T 


74 


MB fe 


k—— 35 — 10 f- 


2000S Q 2000S 


VdS 


Euro profile single cylinder 360° freewheeling 
cams for special anti-panic locks where the 
handle can still actuate the latch and deadbolt, 
even in the case of a locked cylinder. 


— Material: chrome nickel steel 
— Standard length: 35 mm 
— With hardened tumblers HRC60 


41.217T/35.0/SR/01/0/0/N 


3 


4 5 6 7 8 


ZN PANN 
Options Scope of delivery 
system f 1 single cylinder 
Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Cam type 
Sleeve A colour VdS Certification 


Rotor colour 
ABS 
Oxide 


Standard: VdS A 

Including drilling protection: 
VdS BZ (systems) 

VdS BZ+ (individual 
lockings) 


1: System 


2 20005 QO, 2000S 6: Rotor colour 


440008 Q 


0 Standard rotor colour 
1 With coloured rotor 


2: Cylinder material 


2 Chrome nickel steel 7: ABS 


3: Length A 


8535 mm 


0 Without drill-open 
protection 
A Side A 


40 40 mm 
45 45 mm 
XX 5 mm increments 


8: Oxide 


4: Cam type 


SR Standard position R 


N Without oxidation 
protection 
J With oxidation protection 


SL Standard position L 


5: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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Locking cylinders Euro profile 


45 


46 


Chrome nickel steel 


Single cylinder 
With Duplo function 


4000S Q 4000S 


-4 95 fe 


2000S Q 2000S 


21.21G 


VdS 


41.21G 

Single cylinder in Euro profile with double Options 

locking function. The normal key can be used System 

to activate rotation and the Duplo key is used ee 
i 7 en 

to activate rotation and the bolt, lockout CA Ope 


function. Locking function for staff entrances, 
etc. Please indicate in the locking system order 


Sleeve A colour 
Rotor colour 


Scope of delivery 
1 single cylinder 
1 fastening screw 
M5 x 85 mm 
VdS Certification 


Standard: VdS A 


41.216/35.0/SR/01/0/0/N 


‘ Oxid 
that the system is a Duplo system or that the = 
system contains Duplo cylinders. 

— Material: chrome nickel steel Functions 
— Standard length: 35/10 mm 
— With hardened tumblers 

270° 


Normal key function 


1: System 


2 2000S Q, 2000S 
4 4000S Q 


0 Standard rotor colour 
1 With coloured rotor 


6: Rotor colour 


2: Cylinder material 


2 Chrome nickel steel 


3: Length A 3535mm 

40 40 mm 

4545 mm 

XX 5 mm increments 
4: Cam type SR Standard position R 


SL Standard position L 


7: ABS 0 Without drill-open 
protection 
J With drill-open protection 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 


5: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed/light 

07 black 

08 glossy, chrome-plated 
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360° 
Duplo key function 
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Single cylinder 
With M4 threaded fastener 


1 k— 30 — 103 


2000S Q 2000S 


4000S Q 4000S 


Chrome nickel steel 41.21P 221E 
Sidra metal 41.41P 21.41P 
VdS Euro profile single cylinder with face-side M4 Options Scope of delivery 
threaded mount. System 1 single cylinder 
Cylinder material 
P 3 L hA Grati 
— Material: Sidra metal a VdS Certification 
— Standard length: 30 mm Sleeve A colour Standard: VdS A 
— Web at rear with 2 M4 threads Rotor colour Including drilling protection: 
ABS VdS BZ (systems) 


— Adjustable cams: 8 x 45° 

— Chrome nickel steel connecting bar 

— Without hole / thread for face plate screw 
— With hardened tumblers HRC60 


Oxide VdS BZ+ (individual lock- 


ings) 


41.21P/30.0/ES/01/0/0/N 
41.41P/30.0/ES/03/0/0/N 


1 2 3 4 5 6 


1: System 2 2000S Q, 2000S 5: Sleeve A colour 02 nickel-plated 


4 4000S Q 03 chrome-plated, matt 
04 goldd 
2: Cylinder material 2 Saas TI steel 05 Eare 
4 Sidra meta 07 black 
3: Length A 30 30 mm 08 glossy, chrome-plated 
2B A mm 6: Rotor colour 0 Standard rotor colour 
20 eat 1 With coloured rotor 
XX 5 mm increments 
7: ABS 0 Without drill- 
4: Cam type ES Adjustable cam, 8 x 45° Latta celia 
; protection 
MT Multilock ; 
: A Side A 
MS Multilock narrow 
SP Spider gear wheel 8: Oxide N Without oxidation 


FN Third-party cam 
enclosed 


protection 
J With oxidation protection 


+49 41819240 


wwwa.assaabloy.ch 


Locking cylinders Euro profile 


47 


48 


Single cylinder 
With freewheel cams 


4000S Q 4000S 


Ao ma 


2000S Q 2000S 


Sidra metal 41.434 21.434 
VdS Single cylinder in Euro profile with freewheel Options scopechdelneny 
o 
cam, 90°. System f 1 single cylinder 
y material 1 fastening screw, 
; ; Length A 
— Material: Sidra metal ae Mas tsa 
— Standard length: 30 mm Sleeve A colour VdS Certification 


— Key rotation stroke: 360° 

— Cam rotation stroke: 90° 

— Alternative: cam freewheel, 180° or 270° 
— Chrome nickel steel connecting bar 

— Connecting bar rear with 2 M4 threads 
— With hardened tumblers HRC60 


41.434/30.0/FF/01/0/0/N 


1 2 6 7 


Rotor colour 
ABS 
Oxide 


1: System 2 2000S Q, 2000S 6: Rotor colour 


0 Standard rotor colour 


440008 Q 1 With coloured rotor 
2: Cylinder material 2 Chrome nickel steel 7: ABS 0 Without drill-open 
4 Sidra metal protection 
3: Length A 3030mm 8: Oxide N Without oxidation 
35 35mm protection 
40 40 mm J With oxidation protection 
XX 5 mm increments 
4: Cam type FF Freewheel 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


5: Sleeve A colour 


Locking cylinders Euro profile www.assaabloy.ch 


Standard: VdS A 

Including drilling protection: 
VdS BZ (systems) 

VdS BZ+ (individual 
lockings) 
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Sidra metal 


Single cylinder 
MOZYeco 


yA 


__ 


Product number 


21.40H 


— 30 — (9,5) 


21.40H/30.0/SR 


3 


1 


Single cylinder in Euro profile, for the 
MOZYeco motor cylinder. 


— Material: Sidra metal 

— Standard overall length 

— (housing + espagnolette): 81 mm 
— Cylinder side B: 30 mm 

— (excl. espagnolette 51 mm) 

— Chrome nickel steel connecting bar 


1: System 


— without - 


2: Cylinder material 


4 Sidra metal 


3: Length A 


3030 mm 
3535 mm 
40 40 mm 
45 45 mm 
5050 mm 
5555mm 


4: Cam type 


SR Standard position R 

SL Standard position L 

MT Multilock 

MS Multilock narrow 

BL Biffar, left-hand 

FN Third-party cam 
enclosed 


+49 41819240 
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Options 


System 

Cylinder material 
LengthA 

Cam type 


Scope of delivery 
1 single cylinder 


1 fastening screw, 
M5x75mm 


Locking cylinders Euro profile 


49 


Single cylinder 
With square pin 


Q 


Product number 


Sidra metal 


21.401 


e 
ASSA ABLOY 
k— 17 4 k— 40 ———+| 
j- 13 >| 5> fe ao fe 
4 eng 
S e 
Po a E 
hH g S 
MS =| fe 
= 10 eS A | 10 $- 
e k— 30 — 


Single cylinder, Euro profile, with 7 x 7 mm 


square head. 


— Square head 7 x 7 mm, without locking option 


— Material: Sidra metal 
— Standard length: 30 mm 


21.401/30.0/SR/03/0 


1 2 3 6 


System 


Cylinder material 
Length A 
Cam type 


Options = 


Scope of delivery 


1 single cylinder 
1 fastening screw, 
M5 x75 mm 


Sleeve A colour 
Rotor colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


1: System -without - 5: Sleeve A colour 
2: Cylinder material 4 Sidra metal 
3: Length A 30 30 mm 
35 35 mm 
40 40 mm 
XX 5 mm increments & Raver edur 
4: Cam type SR Standard position R 


0 Standard rotor colour 
1 With coloured rotor 


SL Standard position L 


50 Locking cylinders Euro profile 
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+49 4181 9240 


Single cylinder 


f j— 17 = Į— 30 — 10 j- 
A } 


af 10 f- MS] fe 


Sidra metal 21.400 
— Dummy cylinder no locking option fitted Options ____________ Scope of delivery 
— Material: Sidra metal System l 1 single cylinder 
— Standard length: 30 mm Cylinder material 1 fastening screw, 
ame M5x75 mm 
am type 


Sleeve A colour 
Rotor colour 


21.400/30.0/0N/03/0 


3 4 5 6 


1: System -without - 5: Sleeve A colour 02 nickel-plated 
>: Cylind ial 4Sid | 03 chrome-plated, matt 
: Cylinder material 4 Sidra meta Ba coldideco 

3: Length A 3030mm 05 bronzed/light 
3535mm 07 black 
4040 mm 08 glossy, chrome-plated 
ISTE ES 6: Rotor colour 0 Standard rotor colour 

4: Cam type ON Without cam 1 With coloured rotor 
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Locking cylinders 
Swiss profile 


Information on locking cylinders .......................54 
DoublecylinderS os.sseenssersessesresascacsscerrresesssoessnss 55-62 
Cylinder with thumb turn... 63-70 
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Information on locking cylinders 


Extensions: 


Locking cylinders 
with CH profile 


Extensions: 


Locking cylinders 


Domino. 


32.5mm 32.5 mm 30 mm 30 mm Mo |e 
375mm 37.5 mm 35mm 35mm l | © 
425mm 42.5 mm 40 mm 40 mm ; 

475mm 47.5 mm 45 mm 45 mm 

52.5mm 52.5 mm 50 mm 50 mm 

575mm S73 Mm 55 mm 55 mm 

62.5mm 62.5 mm 60 mm 60 mm 

67.5mm 67.5 mm 65 mm 65 mm 

72.5mm 72.5 mm 70 mm 70 mm 

775mm 77.5mm 75mm 75mm 

82.5mm 82.5 mm 80 mm 80 mm A A A 

87.5mm 87.5 mm 85 mm 85 mm Depending on the Lengths for standard Side A on the outside 
925mm 92.5 mm 90 mm 90 mm type of cylinder, not all cylinders above 95 (special functions, i.e. 
enm ES am 95mm 95mm lengths are available. mm on request. priority, drilling protection). 


Cylinder cams (from side A viewpoint) 


CN 
i ae 
A 


SR Standard cam, right-hand 


SL Standard cam, left-hand 


F B 


BR Biffar cam, right-hand 


54 Locking cylinders Swiss profile 


BL Biffar cam, left-hand 


n 


MT Multilock cam SP Spider cams 
MS Multilock cam, narrow 
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Brass with CrNi sleeve 


Double cylinder 
Standard 


oú 
ASSA ABLOY 
Į- 22 = 1,9 | k— 32,5 ole 32,5 >| |e 1,9 
86> fe 
© 
M5 fe 
k— 24 — 
k 65 >| 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


41.015 


31.015 


21.015 


The KESO double cylinder is supplied hard- 
ened tumblers HRC60 as a factory standard. 


This cylinder is also optionally available with 
additional bolts carbide inserts in the 


Options 


System 

Cylinder material 
Length A 

Length B 

Cam type 
Sleeve A colour 


Scope of delivery 

1 double cylinder 

1 fastening screw, 
M5x75mm 


Note 


rotor and stator for maximum drill-open eiceve Weal 
eeve B colour ic cvli F ; 
rotection (ABS option). This cylinder is also available 
P ( p ) Rotor colour for System 3000 as a KESO 
ABS ChangeCode type 
— Material: matt, nickel-plated brass Oxide 
— Standard colour: chrome nickel steel 
— Standard length: 32.5/32.5 mm 
— With hardened tumblers HRC60 
41 : 015/32 : 5/32 : 5/SR/01/01/0/0/N 
1 2 3 4 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 
4 4000S Q 


SL Standard position L 
MT Multilock 


02 nickel-plated 
03 chrome-plated, matt 


2: Cylinder material 0 Brass with CrNi sleeve = asa etek R = A 
3: Length A 32.5 32.5 mm FL Cam, 1mm, shortened L 07 black 
37.537.5mm SP Spider gear wheel 08 glossy, chrome-plated 
ages TAS wiy BR pitar rish hand 8: Rotor colour 0 Standard rotor colour 
XX5 mm increments BL Biffar, left-hand £ 
Bi Third-party cam 1 With coloured rotor 
ee Bas 32.5.mm enclosed 9: ABS 0 Without drill-open 
Bes 37.5 mm : 
42.5 42.5 mm 6: Sleeve A colour 01 CRNI protection 
XX 5 mm increments 02 nickel-plated SeA 
03 chrome-plated, matt 10: Oxide N Without oxidation 
04 gold deco protection 
05 bronzed / light J With oxidation protection 
07 black 


+41 44 787 3434 


08 glossy, chrome-plated 
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Locking cylinders Swiss profile 


55 


Brass with CrNi sleeve 


Double cylinder 
With priority function 


i 
ASSA ABLOY 
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4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


41.016 31.016 


21.016 


It Double cylinder with priority function for Options Scope of delivery 
` residential buildings, hospitals, care homes System l 1 double cylinder 
and retirement homes. Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
For situations where opening from the outside Cam type 
with an authorised key is necessary, even if Sleeve A colour 
wie pe Sleeve B colour 
a key is inserted and turned on the inside. Retox colour 
This ensures access at any time in the event of ABS 
an emergency. Oxide 
This cylinder is equipped with a special 
coupling, which gives the outer cylinder side, 
the key inserted from the outside, priority 
at all times. 
— Material: matt, nickel-plated brass 
— Standard colour: chrome nickel steel 
— Standard length: 32.5 /32.5 mm 
— With hardened tumblers HRC60 
41.016/32.5/32.5/SR/01/01/0/0/N 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 
440005 Q 


2: Cylinder material 


0 Brass with CrNi sleeve 


3: Length A 


B25 325mm 
37.537.5mm 
42.5 42.5 mm 
XX 5 mm increments 


4: Length B 


32.532.5mm 
Bes 37.5 mm 
42.5 42.5 mm 
XX 5 mm increments 


SL Standard position L 

MT Multilock 

MS Multilock narrow 

FR Cam, 1mm, shortened R 
FL Cam, 1mm, shortened L 
SP Spider gear wheel 

BR Biffar, right-hand 

BL Biffar, left-hand 

FN Third-party cam 


56 Locking cylinders Swiss profile 


6: Sleeve A colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


enclosed 9: ABS 0 Without drill-open 
01 CRNI protection 
02 nickel-plated ASKEA 
03 chrome-plated, matt 10: Oxide N Without oxidation 


04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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protection 
J With oxidation protection 


+41 44 787 3434 


Double cylinder 
With freewheel cams 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


41.00W 31.00W 21.00W 


Brass with CrNi sleeve 


Double cylinder with 360° freewheel cams Options Scope of delivery 
for special anti-panic locks where the handle System l 1 double cylinder 
can still actuate the latch and deadbolt, even n 1 fastening screw, 
š a en 

in the case of a locked cylinder, thus also each B M5x75 mm 
turning the cam. Actuator position is not Cam type 


defined, the actuator can rotate freely if no Sleeve A colour 
Sleeve B colour 


key is inserted. When the key is inserted, the Rotorcolauc 
actuator is engaged. ABS 
Oxide 
— Material: matt, nickel-plated brass 
— Standard colour: chrome nickel steel 
— Standard length: 32.5/32.5 mm 
— With hardened tumblers HRC60 


41.00W/32.5/32.5/SR/01/01/0/0/N 


6 7 8 9 10 


1: System 2 2000S Q, 2000S 6: Sleeve A colour 01 CRNI 9: ABS 0 Without drill-open 
3 3000 O, 3000 02 nickel-plated protection 
4 4000S Q 03 chrome-plated, matt ASideA 
04 gold deco 
2: Cylinder material 0 Brass with CrNi sleeve 05 re [light 10: Oxide N eee 
3: Length A 32.5 32.5 mm 07 black Sane 3 
5 275 mm 08 glossy, chrome-plated J With oxidation protection 
a2 5 PAD mom 7T: Sleeve B colour 01 CRNI 
XX 5 mm increments 02 nickel-plated 
4: Length B 32.5 32.5 mm 03 chrome-plated, matt 
37.5 37.5 mm 04 gold deco 
42.5 42.5 mm 05 bronzed / light 
XX5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type SR Standard position R 


SL Standard position L 
FR Cam, 1mm, shortened R 
FL Cam, 1mm, shortened L 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


+41 44 787 3434 
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Locking cylinders Swiss profile 


57 


Double cylinder 
Asymmetric 


15 
+ 
f 4 R15,3 
18 M4 
L+ 
x 
0 
par 


k— 22 — < 65 > 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 


41.065 31.065 


— Material: matt, nickel-plated brass 

— Standard colour: chrome nickel steel 

— Standard length: 27.5/37.5 mm. Side B is also 
available in 47.5 , 52.5 and 57.5 mm 

— With hardened tumblers HRC60 

— This cylinder is not supported by standard 
commercial locks. For more detailed infor- 
mation, please contact the respective lock 
manufacturer. 


41.065/27.5/37.5/SL/01/01/0/0/N 


4 5 € 8 9 10 


21.065 
Options Scope of delivery 
System , 1 double cylinder 
Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
Cam type 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
ABS 

Oxide 


1: System 


2 20005 Q, 2000S 6: Sleeve A colour 


3 3000 Q, 3000 


01 CRNI 
02 nickel-plated 


4 4000S Q 03 chrome-plated, matt 
2: Cylinder material 0 Brass with CrNi sleeve — acer 
3: Length A 27.5 27.5 mm 07 black 
08 glossy, chrome-plated 
4: Length B 37.537.5mm 
42.542.5mm 7T: Sleeve B colour 01 CRNI 
47.5 47.5 mm 02 nickel-plated 
52.552.5mm 03 chrome-plated, matt 
57.557.mm 04 gold deco 
05 bronzed / light 
5: Cam type SR Standard position R 07 black 


SL Standard position L 


58 Locking cylinders Swiss profile 


08 glossy, chrome-plated 
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0 Standard rotor colour 
1 With coloured rotor 


8: Rotor colour 


9: ABS 0 Without drill-open 
protection 
10: Oxide N Without oxidation 


protection 
J With oxidation protection 


+41 44 787 34 34 


Brass with CrNi sleeve 


Double cylinder 
With contact pin 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


21.045 


41.045 


31.045 


Double cylinder with contact pin on one side Options Scope of delivery 
for lift doors. The contact pin is pushed out System l 1 double cylinder 
downwards when the key is inserted. Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
— Material: matt, nickel-plated brass Cam type 
— Standard colour: chrome nickel steel oe 
eeve b colour 
— Standard length: 32.5/32.5 mm Rotor colour 
— Contact pin is always on side A ABS 
— With hardened tumblers HRC60 Oxide 
41 i 045/32 : 5/32 ; 5/SR/01/01/0/0/N 
1 2 3 4 5 6 i 8 9 10 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass with CrNi sleeve 


SL Standard position L 

MT Multilock 

MS Multilock narrow 

FR Cam, 1mm, shortened R 


3: Length A 32.5 32.5 mm FL Cam, 1mm, shortened L 
37.5 37.5 mm SP Spider gear wheel 
42.5 42.5 Mmm FN Third-party cam 
XX 5 mm increments enclosed 
4: Length B 32.5 32.5 mm 6: Sleeve A colour 01 CRNI 
37.537.5mm 02 nickel-plated 
42.5 42.5 mm 03 chrome-plated, matt 


XX 5 mm increments 


+41 44 787 34 34 


04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


wwwaassaabloy.ch 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS 0 Without drill-open 
protection 

10: Oxide N Without oxidation 
protection 


J With oxidation protection 


Locking cylinders Swiss profile 


59 


Double cylinder 


With Duplo function aa 
ai N 37,5 ole 375 >| 
— }e— 24 — 
k 75 r 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.029 31.029 21.029 
Double cylinder with double locking function. Options scoperchdelnieny 
The key action on the spring bolt can be actu- System 1 double cylinder 


Cylinder material 


ated with a normal key; the Duplo key actuates 1 fastening screw, 


- : Length A 
the deadbolt and the key action on the spring lenih B Mas T5 mm 
bolt; lock-out function. Cam type 


Sleeve A colour 


: z Sleeve B colour 
Locking function for staff entrances, etc. When Rötor colour 


making locking system orders, please specify ABS 

that this is a Duplo system, or that the system Oxide 

A s Spec. Function 
includes Duplo cylinders. 


— Material: matt, nickel-plated brass 

— Standard colour: chrome nickel steel 

— With hardened tumblers HRC60 

— Standard length: Side A: 37.5; Side B: 32.5 mm 
(Duplo function Side A standard) 

— Standard length on both sides Duplo: 


Side A: 37.5; Side B: 37.5 mm 


Functions 


270° 360° 
Normal key function Duplo key function 


A 9 10 n 


41.029/37.5/32.5/SR/01/01/0/0/N/S1 


1: System 2 2000S Q, 2000S 6: Sleeve A colour 01 CRNI 9: ABS 0 Without drill-open 
3 3000 O, 3000 02 nickel-plated protection 
4 4000S Q 03 chrome-plated, matt A Side A 
04 gold deco 
2: Cylinder material 0 Brass with CrNi sleeve 05 pas [light 10: Oxide N ae 
3: Length A 37.537.5mm 07 black : ane F 
UAS 42 5 mm 08 glossy, chrome-plated J With oxidation protection 
47 E 47.5 mm 7. sleeve B colour GHGRN| Ti: Spec. Fúnction $1 cai era 
XX 5 mm increments 02 nickel-plated S2 Duplo side 
4: Length B 32.532.5mm 03 chrome-plated, matt 
37.537.5mm 04 gold deco 
42.542.5mm 05 bronzed /light 
Xx 5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type SR Standard position R 


SL Standard position L 8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


60 Locking cylinders Swiss profile 
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Double cylinder 
Domino (modular system) 


<_< 


~U @ 


Ke 


2000S Q 2000S 


21.615 


Brass with CrNi sleeve 


The standard Domino double cylinder Options Scope of delivery 
(modular system) is extensible as required. System l 1 double cylinder 
n 1 fastening screw, 
. . en, 
— Material: Sidra metal each B Masami 
— Standard colour: matt, nickel-plated Cam type 
— Standard length: 30/30 mm oe 
” eeve b colour 
— With hardened tumblers HRC60 Potr CoG 
ABS 
Oxide 
21 : 615/30 : 0/30 ; 0/SR/01/01/0/0/N 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7:SleeveBcolour 01 CRNI 


2: Cylinder material 


6 Brass with CrNi sleeve 


SL Standard position L 
MT Multilock 


02 nickel-plated 
03 chrome-plated, matt 


3: Length A 3030mm MS Multilock narrow 04 gold deco 
35 35mm FR Cam, 1mm, shortened R 05 bronzed / light 
40 40 mm FL Cam, 1mm, shortened L 07 black 
XX 5 mm increments SP Spider gear wheel 08 glossy, chrome-plated 
BR Biffar, right-hand 
4: Length B 3030mm BL Biffar, left-hand 8: Rotor colour 0 Standard rotor colour 
3535mm EN Third-party cam en- 1 With coloured rotor 
a 40 a. closed 9: ABS 0 Without drill-open 
XX 5 mm increments A 
6: Sleeve A colour 01 CRNI protection 
02 nickel-plated A Side A 
03 chrome-plated, matt 10: Oxide N Without oxidation 
04 gold deco protection 
05 bronzed / light J With oxidation protection 
07 black 


+41 44 787 3434 


08 glossy, chrome-plated 
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Locking cylinders Swiss profile 


61 


Double cylinder 


Domino with priority function 


(modular system) 


2000S Q 2000S 


Brass with CrNi sleeve 21.616 
Domino double cylinder with priority function Options Scope of delivery 
for residential buildings, hospitals, care homes System l 1 double cylinder 
and retirement homes. Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
For situations where opening from the outside Cam type 
with an authorised key is necessary, even if Sleeve A colour 
fe pe Sleeve B colour 
a key is inserted and turned on the inside. Retox colour 
This ensures access at any time in the event ABS 
of an emergency. Oxide 
This cylinder is equipped with a special coupling, 
which gives the outer cylinder side or the key 
inserted from the outside priority at all times. 
— Material: Sidra metal 
— Standard colour: matt, nickel-plated 
— Standard length: 30/30 mm 
— With hardened tumblers HRC60 
— Extensible as required using the 
KESO modular system 
21.616/30.0/30.0/SR/01/01/0/0/N 
j | 
1 2 3 } 5 € 7 8 9 1 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7: Sleeve B colour 01 CRNI 


2: Material Zylinder 6 Brass with CrNi sleeve 


MT Multilock 


SL Standard position L 


3: Length A 30 30 mm MS Multilock narrow 
3535mm FR Cam, 1mm, shortened R 
40 40 mm FL Cam, 1mm, shortened L 
XX 5 mm increments SP Spider gear wheel 
BR Biffar, right-hand 
4: Length B 30 30mm BL Biffar, left-hand 
35 35mm FN Third-party cam en- 
40 40 mm closed 
XX 5 mm increments 
6: Sleeve A colour 01 CRNI 


62 Locking cylinders Swiss profile 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: ABS 0 Without drill-open 
protection 
A Side A 
10: Oxide N Without oxidation 


protection 
J With oxidation protection 


+41 44 787 34 34 


Cylinder with thumb turn 
Standard 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.019 31.019 21.019 
The KESO thumb turn cylinder is supplied Options Scope of delivery —___ 
hardened tumblers HRC60 as a factory System l 1 thumb turn cylinder 
standard. Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
— Material: nickel-plated brass Cam type Nöte 
— Thumb turn: nickel-plated brass Sleeve A colour 
— Standard length: 32.5/32.5 mm Sleeve B colour This cylinder is also avail- 
ith hard d : bI j Rotor colour able for System 3000 as a 
— With hardened tumblers HRC60 V i B ChangeCode type 
Oxide 
Thumbturn B 
j 
L> 
E.050 E.051 E.052 
Standard 
41. 019/32. aa 5/SR/01/01/0/E050/0/N 
i 2 3 5 7 8 9 3 i 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 


440005 Q 


2: Cylinder material 


0 Brass with CrNi sleeve 


SL Standard position L 

MT Multilock 

MS Multilock narrow 

FR Cam, 1mm, shortened R 


3: Length A 32.5 32.5 mm FL Cam, 1mm, shortened L 
37.537.5mm FN Third-party cam 
42.542.5mm enclosed 
Se SSO ITN ENS 6: Sleeve A colour 01 CRNI 

4: Length B 32.5 32.5 mm 02 nickel-plated 
37.5 37.5 mm 03 chrome-plated, matt 
42.542.5mm 04 gold deco 
XX 5 mm increments 05 bronzed / light 

07 black 


+41 44 787 3434 


08 glossy, chrome-plated 
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02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: Thumbturn B 


£050 30 mm standard 
£051 35 mm with key 

holding device 
E052 2-leaf 


10: ABS 


0 Without drill-open 
protection 
A Side A 


11: Oxide 


N Without oxidation 
protection 
J With oxidation protection 


Locking cylinders Swiss profile 
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Cylinder with thumb turn 
With priority function 


42,5 ole 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


41.017 31.017 PAROS 


Brass with CrNi sleeve 


it Thumb turn cylinder with priority function Options Scope of delivery 
Di for residential buildings, hospitals, homes for System 1 thumb turn cylinder 
the elderly and care homes. This cylinder is Cylinder material 1 fastening screw, 
3 dwith ial li Biche Length A M5 x75 mm 
equipped with a special coupling, which gives Length B 
the outer cylinder side or the key inserted Cam type 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
ABS 

Oxide 


from the outside priority over the thumb turn 
side at all times. Priority function on key side. 


— Material: nickel-plated brass 
— Thumb turn: nickel-plated brass 
— Standard length: 32.5/42.5 mm 


— With hardened tumblers HRC60 
Thumbturn B 


E.050 E.052 


Standard 


E.051 


41.017/32.5/42.5/SR/01/01/0/E050/0/N 


1 5 8 10 


E050 30 mm standard 
E051 35 mm with key 


2 2000S Q, 2000S 
3 3000 Q, 3000 


01 CRNI 
02 nickel-plated 


1: System 6: Sleeve A colour 9: Thumbturn B 


4 4000S Q 03 chrome-plated, matt holding device 
; 7 ; 3 04 gold deco E052 2-leaf 
2: Cylinder material 0 Brass with CrNi sleeve a 
05 bronzed / light 7 3 
10: ABS 0 Without drill-open 
3: Length A 32.5 32.5 mm 07 black eas 
37.537.5mm 08 glossy, chrome-plated prorgcro 
42 5 42.5 mm 7 sleeve B colour GHGRN| 11: Oxide N Without oxidation 
XX 5 mm increments 02 nickel-plated a i i 
4: Length B 42.5 42.5 mm 03 chrome-plated, matt J With oxidation protection 
47.5 47.5 mM 04 gold deco 
52.552.5mm 05 bronzed / light 
XX 5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type SR Standard position R 


Locking cylinders Swiss profile 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Cylinder with thumb turn 


Asymmetric 


a 
Ba 


[— 27,5 +4—— 375 — 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.066 31.066 21.066 
Asymmetric thumb turn cylinders. Options Scope of delivery 
System ’ 1 thumb turn cylinder 
— Material: nickel-plated brass as 1 fastening screw, 
A en 
— Thumb turn: nickel-plated brass pare MaDi 
— Standard length: 27.5 /37.5 mm Cam type Note 
— Length: 27.5/42.5 mm Sleeve A colour 
— Side B is also available in Sleeve B colour Not usable for all mortise 
d Rotor colour locks. Please contact the 
47.5, 52.5 and 57.5 mm Thumbturn B respective lock manufac 
— With hardened tumblers HRC60 ABS turer for more detailed 
Oxide information. 
Thumbturn B 
j 
Ls 
E.050 E.051 E.052 
Standard 
41 : 066/27 : 5/37 A 5/SR/01/01/0/E050/0/N 
1 2 3 4 5 6 7 8 9 10 11 
1: System 2 2000S Q, 2000S 6: Sleeve A colour 01CRNI 8: Rotor colour 0 Standard rotor colour 


3 3000 Q, 3000 
440005 Q 


2: Cylinder material 0 Brass with CrNi sleeve 


3: Length A 


27m5 27.5 Mmm 


02 nickel-plated 


1 With coloured rotor 


3ch -plated, matt 
ae comer petee ma 9: Thumbturn B 


E050 30 mm standard 


4: Length B 37 
42 
47 
52 


57 


5375mm 
5 42.5 MM 
.5 47.5 MM 
552.5 mm 
557.5mm 


7: Sleeve B colour 


5: Cam type SR Standard position R 


04 gold deco 

05 Renee [light £051 35 mm with key 

07 black holding device 

08 glossy, chrome-plated E052 2-leaf 

01 CRNI 10: ABS 0 Without drill-open 

02 nickel-plated protection 

03 chrome-plated, matt 11: Oxide N Without oxidation 

Ea goldideco protection 

Ba bronzed hight J With oxidation protection 
07 black 


08 glossy, chrome-plated 
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Locking cylinders Swiss profile 


65 


Cylinder with thumb turn 
With contact pin 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.046 31.046 21.046 
The cylinder with pin is suitable for lifts where Options Scopeof delivery 
the contact is interrupted on insertion of the System l 1 thumb turn cylinder 
key, thus preventing the elevator from being ee 1 fastening screw, 
s A en 
setin motion. eet B MD x enna 
Cam type 
— Material: nickel-plated brass Sleeve A colour 
=h b «nickel-olatad bs Sleeve B colour 
Thumb turn: nickel-plated brass Rotor colour 
— Standard length: 32.5/32.5 mm ABS 
— With hardened tumblers HRC60 Oxide 
Thumbturn B 
a 
_ 
E.050 E.051 E.052 
Standard 
41 . 046/32 3 5/32 : 5/ŞR/01/01/0/E050/0/N 
1 2 3 1 5 6 7 8 9 10 11 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass with CrNi sleeve 


SL Standard position L 

MT Multilock 

MS Multilock narrow 

FR Cam, 1mm, shortened R 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


0 Standard rotor colour 
1 With coloured rotor 


E050 30 mm standard 
£051 35 mm with key 

holding device 
E052 2-leaf 


0 Without drill-open 
protection 
A Side A 


3: Length A 32.5 32.5 mm FL Cam, 1mm, shortened L 
37.537.5mm FN Third-party cam 
losed 
a2 5 MIN Sen 8: Rotor colour 
Soner Emeni 6: Sleeve A colour 01 CRNI 
4: Length B 32.5 32.5 mm 02 nickel-plated i 
37.537.5mm 03 chrome-plated, matt 9: Thumbturn B 
42.542.5mm 04 gold deco 
XX 5 mm increments 05 bronzed /light 
07 black 
08 glossy, chrome-plated 10: ABS 
11: Oxide 


Locking cylinders Swiss profile 


N Without oxidation 
protection 
J With oxidation protection 
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Cylinder with thumb turn 


With hotel function ASSA ABLOY 
Toe > PN 
2 
~N ed 
` maa Je— 42,5 —he— 32,5 fe 24,4 
| i= ) á _ 
Be cis 
A M5 
pm 24 
right left 75 — 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.025/10S 31.025/10S 21.025/10S 
The thumb turn cylinder with hotel function Options ____________ Scope of delivery 
integrates an engaged indicator and a lock-out System l 1 thumb turn cylinder 
function. Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Length B 
— Material: nickel-plated brass Cam type 
— Thumb turn: nickel-plated brass oo 
eeve b colour 
— Standard length: 42.5/32.5 mm Retor.colour 
— Without lock-out function Thumbturn B 
— See catalogue for use of mortise locks Oxide 
Thumbturn B Cam stop direction in the thumb turn 
ED 
© © 
E.050 E.051 E.052 / \ 
Standard 
Left Right 


1 2 3 j 5 6 7 8 9 10 


41.02 /42.5/32.5/SR/01/01/0/E050/N 


1: System 2 2000S Q, 2000S 6:SleeveA colour 01CRNI 8: Rotor colour 0 Standard rotor colour 
3 3000 O, 3000 02 nickel-plated 1 With coloured rotor 
4 4000S Q 03 ch -plated, matt 
o9 04 ae Bs a 9: Thumbturn B E050 30 mm standard 


2: Cylinder material 0 Brass with CrNi sleeve £051 35 mm with key 


05 bronzed / light 


3: Length A 42.5425 mm 07 black ene device 
52.552.5mm 08 glossy, chrome-plated BUBE Sica 
62.562.5mm TaSleevelBen loc omar | 10: Oxide N Without oxidation 
i i protection 
4: Length B 42.5 42.5 mm 02 nickel-plated ; Be p 
52.5525 mm 03 chrome-plated, matt J With oxidation protection 
62.5 62.5 mm 04 gold deco 
05 bronzed / light 
5: Cam type SR Standard position R 07 black 
SL Standard position L 08 glossy, chrome-plated 
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Cylinder with thumb turn 


With square pin 


a j- 


fe— 22 = — 33 — 
j 66 >| 
Zinc, matt, nickel-plated 11.430.0001 
Thumb turn cylinder with 7 x 7 mm square Options peope or Calvely 
head and engaged indicator. Cylinder material 1 thumb turn cylinder 
Length A 1 fastening screw, 
Length B M5x75mm 


— Material: matt, nickel-plated zinc 

— Thumb turn: nickel-plated Sidra metal 
— Standard length: 66 mm 

— With square head, 7 x 7mm 

— With a engaged indicator red/ green 

— Without locking option 

— 7mm extension to basic length possible 


11.430/33.0/33.0 


1 


1: System -without - 

2: Cylinder material 4 Galvanized, matt, 
nickel-plated 

3: Length A 33 33mm 

4: Length B 33 33mm 
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Cylinder with thumb turn 
MOZYeco 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.00D 31.00D 


——— 

ASSA ABLOY 

le A an B >| 
þ— 325 —| 81i j- 


se fe 
l 


7h11 


21.00D 


Thumb turn cylinder for MOZYeco motor Options Scope of delivery 
cylinders. System ’ 1 thumb turn cylinder 
cali material 1 fastening screw, 
ee Length A 
— Material: nickel-plated brass each B Mg PS a 
— Nickel-plated brass Cam type 
— Standard overall length (core + espagnolette): Sleeve A colour 
. lind ide B: 32.5 Sleeve B colour 
111mm; motor cylinder side B: 32.5 mm Rotor colour 
(excluding 46 mm espagnolette) Thumbturn B 
— Chrome nickel steel connecting bar fed 
A xide 
— With hardened tumblers HRC60 
41 : 00D/32 : 5/32 : 5/SR/01/01/0/M0ZY/0/N 
T = 3 + 5 6 7 8 9 10 11 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 


3 3000 Q, 3000 
4 4000S Q 


SL Standard position L 
FR Cam, 1mm, shortened R 


02 nickel-plated 
03 chrome-plated, matt 


; : A 5 FL Cam, 1mm, shortened L 04 gold deco 
2: Cylinder material 0 Brass with CrNi sleeve Bil Biffar, left-hand 05 bronzed light 
3: Length A 32.532.5mm > 07 black 
37.537.5mm & Jese Aclou = BA pleted 08 glossy, chrome-plated 
a2 z ae) m 03 chrome-plated, matt 8: Rotor colour 0 Standard rotor colour 
eo mincrements 04 gold deco 1 With coloured rotor 
4: Length B 32.532.5mm 05 bronzed / light : 
— 37 5 mm 07 black 9: Thumbturn B MOZY Prepared for MOZY 
42.542.5mm 08 glossy, chrome-plated 10: ABS 0 Without drill-open 
47.547.5mm protection 
52.552.5mm A Side A 
57.557.5mm 
62.5625 mm 11: Oxide N Without oxidation 
= protection 
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J With oxidation protection 


Locking cylinders Swiss profile 69 


Cylinder with thumb turn 
Domino (modular system) 


= 
2 


5 


2000S Q 2000S 


Brass with CrNi sleeve 21.619 
VdS Thumb turn cylinder in the Domino modular Options Scope of delivery 
system for maximum flexibility. System 1 thumb turn cylinder 
sues material 1 fastening screw, 
; 5 e Length A 
The cylinder can be extended to fit prior to ea B Mas enna 
installation. Cam type 
Sleeve A colour 
: F Sl B col 
— Material: Sidra metal sean ial 
— Standard colour: matt, nickel-plated Thumbturn B 
— Standard length: 30/30 mm fen 
j xide 
— With hardened tumblers HRC60 
Thumbturn B 
Le 
L5 
E.050 E051 E.052 
Standard 
21.619/30. 0/30 -0/SR/01/01/0/E050/0/N 
1 2 3 5 € 8 ; io aa 
1: System 2 2000S Q, 2000S 5: Cam type SR Standard position R 7:SleeveBcolour 01 CRNI 


4 4000S Q 


2: Cylinder material 


MT Multilock 


6 Brass with CrNi sleeve He Multilock narrow 


SL Standard position L 


3: Length A 30 30 mm FR Cam, 1mm, shortened R 
3535 mm FL Cam, 1mm, shortened L 
40 40 mm SP Spider gear wheel 
XX 5 mm increments FN Third-party cam 

enclosed 

4: Length B 3030mm 
3535mm 6: Sleeve A colour 01 CRNI 
40 40 mm 02 nickel-plated 


XX 5 mm increments 


Locking cylinders Swiss profile 


03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


9: Thumbturn B 


E050 30 mm standard 
E051 35 mm with key 
holding device 


E052 2-leaf 
10: ABS 0 Without drill-open 
protection 
A Side A 
11: Oxide N Without oxidation 


protection 
J With oxidation protection 
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Brass with CrNi sleeve 


Single cylinder 
Standard 


41.012 


SO 


1,9 >| — 32,5 —> 10,5 k- 
= 8.6 j= 


T 1 
¥ 
M4 


k— 20 — 
— «8 —4 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


21.012 


41.012/32.5/ES/01/0/0/N 


Single cylinders with standard hardened pin 
tumbler HRC60 for mortise locks and surface- 


mounted locks of all kinds. 


— Material: nickel-plated brass 
— Standard length: 32.5 mm 


— Standard with adjustable cams 8 x 45° 


— Continuous face plate thread 
— With hardened tumblers HRC60 


| 
6 7 8 


Options 


System 


Cylinder material 


Length A 
Cam type 


Sleeve A colour 


Rotor colour 


ABS 
Oxide 


1: System 


2 2000S Q, 2000S 


5: Sleeve A colour 


3 3000 Q, 3000 


440008 Q 


2: Cylinder material 0 Brass with CrNi sleeve 


3: Length A 


EPRS 32.5 mm 


Bes 37.5 mm 


42.5 42.5 Mmm 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


6: Rotor colour 


XX 5 mm increments 


4: Cam type 


ES Nocken verstellb. 8 x 45° 


0 Standard rotor colour 
1 With coloured rotor 


7: ABS 


ES Adjustable cam, 8 x 45° 
MT Multilock 


MS Multilock narrow 
SP Spider gear wheel 


0 Without drill-open 
protection 
ASideA 


8: Oxide 


FN Third-party cam 


enclosed 


N Without oxidation 
protection 
J With oxidation protection 
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Scope of delivery 

1 single cylinder 

1 fastening screw, 
M5 x75 mm 


Note 


This cylinder is also avail- 
able for System 3000 as a 
ChangeCode type 


Locking cylinders Swiss profile 


Tl 


Brass with CrNi sleeve 


Single cylinder 
With forced locking 


Į— 22 | Į— 32,5 ——+ 10,5 e= 


34,5 ij 
18 o R15,3 al 
| y a=: 


T ij 
M5 M4 
ae ve f— 20 => 
pee? — 43 — h 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


41.013 31.013 21.013 


Single cylinder with forced locking and cam Options Scopeofdelivery 
limiter. System l 1 single cylinder 
po ea 1 fastening screw, 
Te en M5 x 75 
Material: nickel-plated brass Gn pe mm 


— Standard length: 32.5 mm Sleeve A colour 
— Key removable in locked position only ee 


— With hardened tumblers HRC60 Oxide 


41.013/32.5/SR/01/0/0/N 


1 2 3 


6 7 8 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass with CrNi sleeve 


5: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


3: Length A 32.5 32.5mm 
37.537.5mm 
42.5 42.5 mm 
XX 5 mm increments 
4: Cam type SR Standard position R 


SL Standard position L 


6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


Locking cylinders Swiss profile 


7: ABS 0 Without drill-open 
protection 
A Side A 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 
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Single cylinder 
Jumbo 


» 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.034 31.034 21.034 
The single cylinder «Jumbo» is equipped with Options ______________ Scope of delivery 
special refrigeration door locking options. System isiñglecylinder 

a material 1 fastening screw, 
: A Length A 
— Material: nickel-plated brass Coe M5x75 mm 


— Standard length: 32.5 mm 
— Key rotation stroke: 360° 
— Cam rotation stroke: 270° 


— With hardened tumblers HRC60 


41.034/32.5/00/01/0/0/N 


3 4 5 6 7 8 


Sleeve A colour 
Rotor colour 
ABS 

Oxide 


1: System 2 2000S Q, 2000S 6: Rotor colour 
3 3000 Q, 3000 


0 Standard rotor colour 
1 With coloured rotor 


4 4000S Q 7: ABS 


2: Cylinder material 0 Brass with CrNi sleeve 


0 Without drill-open 
protection 


3: Length A 32.532.5mm 8: Oxide 
37.537.5mm 
42.542.5mm 


N Without oxidation 
protection 
J With oxidation protection 


XX 5 mm increments 


4: Cam type 00 Fixed cam, not selectable 


5: Sleeve A colour 01 CRNI 
02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 
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74 


Single cylinder 
DOM Garage lock a 


Je— 22 — J+ 32,5 — 10.5 fe 


ie 10 fe Pa be p | 


p [— 43. — 


4000S 3000 Q 3000 2000S Q 2000S 


Brass with CrNi sleeve 41.043 31.043 21.043 
Single cylinder suitable for DOM garage door Options ____________ Scope of delivery 
handles. System 1 single cylinder 
pera material 1 fastening screw, 
: ` Length A 
— Material: nickel-plated brass ae Max rel 
— Standard length: 32.5 mm Sleeve A colour 
— With continuous M4 connecting bar thread Rotor colour 
_ í ke: 360° ABS 
Key rotation stroke: Oxide 
— Cam rotation stroke: 90° 
— With hardened tumblers HRC60 
41 ; 043/32 ; 5/00/01/0/0/N 
1 2 3 4 5 6 7 8 
1: System 2 2000S Q, 2000S 6: Rotor colour 0 Standard rotor colour 
3 3000 Q, 3000 1 With coloured rotor 
ie 7: ABS 0 Without drill-open 
2: Cylinder material 0 Brass with CrNi sleeve protection 
ASideA 
3: Length A 32.5 32.5mm 
37.537.5mm 8: Oxide N Without oxidation 
42.5 42.5 mm protection 
52.552.5mm J With oxidation protection 
4: Cam type 00 Fixed cam, not selectable 


5: Sleeve A colour 01 CRNI 
02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


Locking cylinders Swiss profile 
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Brass with CrNi sleeve 


Single cylinder 
With contact pin 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


41.047 31.047 


——— 
ASSA ABLOY 
Je— 22 = þ— 32,5 —> 10,5 j- 
— 8,6 ke 
15 
T A: 
as Í KA | 
18 Kase R15,3 J 
LEN LO BS 
ifs ae uk 
— 10 W= ies p— 20 > 
ft 43 — 


21.047 


Single cylinder for lift doors with contact pin. 
The contact pin is pushed out downwards 
when the key is inserted. 


— Material: nickel-plated brass 
— Standard length: 32.5 mm 
— With hardened tumblers HRC60 


41.047/32.5/ES/01/0/0/N 


3 


4 5 6 7 8 


Options Scope of delivery 
System : 1 single cylinder 
Cylinder material 1 fastening screw, 
Length A M5 x75 mm 
Cam type 


Sleeve A colour 
Rotor colour 
ABS 

Oxide 


1: System 2 2000S Q, 2000S 5:SleeveA colour 01CRNI 
3 3000 Q, 3000 02 nickel-plated 
4 4000S Q 03 chrome-plated, matt 
04 goldd 
2: Cylinder material 0 Brass with CrNi sleeve 05 kor ant 
3: Length A 32.532.5mm 07 black 
37.537.5mm 08 glossy, chrome-plated 
42.542.5mm 
XX 5 mm increments 
4: Cam type ES Adjustable cam, 8 x 45° 


ES Adjustable cam, 8 x 45° 

MT Multilock 

MS Multilock narrow 

FR Cam, 1mm, shortened R 

FL Cam, 1mm, shortened L 

FN Third-party cam 
enclosed 
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6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


7: ABS 0 Without drill-open 
protection 
ASideA 
8: Oxide N Without oxidation 
protection 


J With oxidation protection 


Locking cylinders Swiss profile 


T5 


76 


Brass with CrNi sleeve 


Single cylinder 
MOZYeco 


AA 


Product number 


11.603 


j= 110,6) 


Single cylinder for the MOZYeco motor lock. 


— Material: nickel-plated brass 
— Standard overall length 
(housing + espagnolette): 81 mm 
— Motor cylinder side A: 30 mm 
— (excl. espagnolette 51 mm) 
— Chrome nickel steel connecting bar 


11.603/30.0/SR/03/0/0/N 


1 2 


Options 


System 

Cylinder material 
Length A 

Cam type 
Sleeve A colour 
Rotor colour 
ABS 

Oxide 


1: System 


- without - 


4: Cam type 


2: Cylinder material 


6 Brass with CrNi sleeve 


SR Standard position R 
SL Standard position L 


3: Length A 


30 30 mm 
8535mm 
40 40 mm 
45 45 mm 
50 50 mm 
5555 mm 


5: Sleeve A colour 


03 chrome-plated matt 


6: Rotor colour 


1 With coloured rotor 


7: ABS 0 Without drill-open 
protection 
8: Oxide N Without oxidation 


Locking cylinders Swiss profile 


protection 
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Scope of delivery 


1 single cylinder 
1 fastening screw, 
M5 x75 mm 
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Single cylinder 


Domino (modular system) ASSAABLOY 


Į— 22 — k— 30 — J 10,6 


2000S Q 2000S 


Brass with CrNi sleeve 21.614 

VdS The single cylinder Domino can be extended Options ____________ Scope of delivery 
as required using the KESO modular system. System 1 single cylinder 

e material 1 fastening screw, 
sre Length A M5x75 

— Material: Sidra metal Cam type mm 
— Standard colour: matt, nickel-plated Sleeve A colour 
— Standard length: 30 mm ee 
— With hardened tumblers HRC60 Oxide 


21.614/30.0/ES/01/0/0/N 


3 t 6 7 


1: System 2 2000S Q, 2000S 5:SleeveA colour 01CRNI 
02 nickel-plated 
03 chrome-plated, matt 


2: Cylinder material 6 Brass with CrNi sleeve 


3: Length A 3030mm 04 gold deco 
3535mm 05 bronzed / light 
40 40 mm 07 black 
XX 5 mm increments 08 glossy, chrome-plated 
4: Cam type ES Adjustable cam, 8 x 45° 6: Rotor colour 0 Standard rotor colour 
MT Multilock 1 With coloured rotor 
meh Unlock arin 7: ABS 0 Without drill-open 


SP Spider gear wheel 


FN Third-party cam A ty ie 
enclosed 
8: Oxide N Without oxidation 
protection 


J With oxidation protection 
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Locking cylinders 
Oval 


Information on locking cylinders........................80 
UK double cylinders vesesssresessrsessssrsssesressessnses 81-82 


UK cylinder with thumb turn ....ss.ssssssesscsssosocsssesees 83 


UK single cylimGers.........ssssssesecccecsesessssessesesecsesrssseess OF 
Scandinavian double cylinder......................85-86 
Scandinavian cylinder with thumb turn............ 87 


Scandinavian single cylinders ..............ccceccseeee 88 


79 


Information on locking cylinders 


Extensions: Extensions: 

Locking cylinders Locking cylinders 
with UK oval profile Domino. 

325mm 325mm 30mm 30mm ss See : a 
375mm 37.5 mm 35mm 35mm n z - -—H- - = z 4 = 
425mm 42.5 mm 40 mm 40 mm = 0E 

475mm 475mm 45mm 45mm ° K3 

52.5mm 52.5 mm 50 mm 50 mm 

575mm S73 Mm 55 mm 55 mm 

62.5mm 62.5 mm 60 mm 60 mm 

67.5mm 67.5 mm 65 mm 65 mm 

72.5mm 72.5 mm 70 mm 70 mm 

775mm 77.5mm 75mm 75mm 

82.5mm 82.5 mm 80 mm 80 mm A A A 

87.5mm 87.5 mm 85 mm 85 mm Depending on the Lengths for standard Side A on the outside 
925mm 92.5 mm 90 mm 90 mm type of cylinder, not all cylinders above (special functions, i.e. 
(ane (oo «fee (eee lengths are available. 95 mm on request. priority, drilling protection). 


Cylinder cams (from side A viewpoint) 


fh 
I Ò 1 
b: I 
2A, Se 
SR Standard cam, right-hand SL Standard cam, left-hand AR UK, right-hand AU Union right-hand 
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Double cylinder 
UK Oval 


2000S Q 2000S 


Sidra metal 21.488 
Oval double cylinder for British mortise locks Options Scope of delivery 
of all types. System : 1 double cylinder 
as 1 fastening screw 
7 5 en, 
— Material: Sidra metal, matt, chrome-plated each B Moa omii 
— Standard length: 32.5/32.5 mm Cam type 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
Oxide 


— With hardened HRC60 tumblers 


21.488/32.5/32.5/AU/03/03/0/ 


3 


N 


6 8 J 


1: System 2 2000S Q, 2000S 6: Sleeve A colour 02 nickel-plated 


03 chrome-plated matt 


2: Cylinder material 4 Sidra metal 


04 gold deco 
3: Length A 32.5 32.5 mm 05 bronzed | light 
37.537.5mm 07 black 
42.5 42.5 mm 08 glossy, chrome-plated 
mB) mamyinerements 7: Sleeve B colour 02 nickel-plated 
4: Length B 32.532.5mm 03 chrome-plated matt 
37.537.5mm 04 gold deco 
42.5 42.5 mm 05 bronzed / light 
XX 5 mm increments 07 black 
08 glossy, chrome-plated 
5: Cam type AU Union right 


SR Standard position R 
SL Standard position L 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


+49 41819240 


9: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Locking cylinders oval 


81 


82 


Double cylinder 


UK Oval with priority function 


| 
ASSA ABLOY 
k- 17,5 | 66 >| 
35 fe 
ka a : o l da 
| Z = 
-4 jews 


2000S Q 2000S 


21.489/32.5/32.5/ 


outer cylinder side or a key inserted from the 
outside at all times. Access from the outside 


Sleeve A colour 
Sleeve B colour 
Rotor colour 


is assured even if there is a key inserted on the Oxide 


inside. 


— Material: Sidra metal, matt, chrome-plated 


— Standard length: 32.5/32.5 mm 
— With hardened HRC60 tumblers 


4 


AU/03/03/0/N 


Sidra metal 21.489 
Oval double cylinder with priority function for Options Scope of delivery 
British mortise locks of all types. For residential System 1 double cylinder 
buildings, hospitals, retirement and old peo- Cylinder material 1 fastening screw 
lech Thi linder fi ial Length A M5 x75 mm 
ple’s homes. This cylinder features a specia Length B 
coupler which guarantees priority for the Cam type 


1: System 


2 2000S Q, 2000S 


2: Cylinder material 4 Sidra metal 


3: Length A 


2205 32.5mm 
37.537.5mm 
42.5 42.5 mm 
XX 5 mm increments 


6: Sleeve A colour 


02 nickel-plated 9: Oxide 
03 chrome-plated matt 


04 gold deco 


N Without oxidation 
protection 
J With oxidation protection 


05 bronzed / light 
07 black 
08 glossy, chrome-plated 


4: Length B 


BES 32.5 MM 
37.537.5mm 
42.5 42.5 mm 
XX 5 mm increments 


5: Cam type 


AU Union right 
SR Standard position R 
SL Standard position L 


7: Sleeve B colour 


02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


Locking cylinders oval 
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Thumb turn cylinder 


______—, 
Oval ASSA ABLOY 
66 re— 24,4—>| 
= %35 ke 
\ 
p 490 z : | 2 = 
“2 a — 
ee | þ-m5 
k-—— 32,8 —k— 32,8 — 


2000S Q 2000S 


Sidra metal 21.490 
Oval single cylinder 1.5x 31.5 mm for British Options Scope of delivery 
mortise locks. System : 1 thumb turn cylinder 
as 1 fastening screw 
. A en 
— Material: Sidra metal, chrome-plated. each B Mo omii 
— Thumb turn: nickel-plated brass. Cam type 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
Oxide 


— Standard length: 32.8 x 32.8 mm 
— Web made of chrome nickel steel 
— With hardened tumblers 


21.490/32.5/32.5/AU/ 


6 


03/03/0/N 


8 


1: System 


2 2000S Q, 2000S 


5: Cam type 


AU Union right 
SR Standard position R 


T: Sleeve B colour 


02 nickel-plated 
03 chrome-plated matt 


2: Cylinder material 4 Sidra metal SL Standard position L 04 gold deco 
3 05 bronzed / light 
3: Length A 32.5 32.5 mm 6: Sleeve A colour 02 nickel-plated Bince He 
oo ae ee 03 chrome-plated matt oe chrome-plated 
4 ces aum 04 gold deco 
XX > mm increments 05 bronzed / light 8: Rotor colour 0 Standard rotor colour 
4: Length B 2255 32.5 Mmm 07 black 1 With coloured rotor 
08 glossy, ch -plated E ; ee 
37.537.5mm B OS ODS aba dss 9: Oxide N Without oxidation 
42.5 42.5 Mmm protection 
XX 5 mm increments 


+49 41819240 


J With oxidation protection 
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Single cylinder 
Oval 


J 17,5 | 


Į— 32,5 — 10,5 
= 95 fe 


2000S Q 2000S 


Brass, chrome-plated 21.40B 
Oval single cylinder 17.5x 31.5 mm for British Options Scopeiokdelivay 
mortise locks of all types. System 1 single cylinder 
ee 1 fastening screw 
š en 
— Material: chrome-plated brass ane Maem 


— Standard length: 32.5/10.5 mm 
— With hardened HRC60 tumblers 


21.40B/32.5/AU/03/0/N 


6 


Sleeve A colour 
Rotor colour 


Oxide 


1: System 2 2000S Q, 2000S 


2: Cylinder material 4 Sidra metal 


5: Sleeve A colour 


02 nickel-plated 

03 chrome-plated matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


3: Length A 32.532.5mm 
37.537.5mm 
42.542.5mm 
XX 5 mm increments 

4: Cam type AU Union right 


SR Standard position R 
SL Standard position L 


6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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T: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Double cylinder 


Scandinavian 
\ g l = 
AF b ; 
U ; \ 


k (39,4) 


(31,9) —| 


(39,6) | 


4000S Q 2000S Q 2000S 


Brass, chrome-plated 41.052 21.052 
Scandinavian double cylinder for special Options _____________ Scope of delivery 
mortise locks. This cylinder consists of outer System 1 double cylinder 
side (order code 21.036) and inner side (order Length A 2 hexagonal socket screw 
Length B M5x65 mm 


code 21.037). 


— Material: chrome-plated brass 
— Standard length: 31.5x31.5 mm 
— With hardened HRC60 tumblers 


41.052/31.5/31.5/08/08/0/0/N 


3 6 7 9 


Sleeve A colour 
Sleeve B colour 
Rotor colour 
ABS 

Oxide 


J With oxidation protection 


1: System 2 2000S Q, 2000S 8: ABS 0 Without drill-open 

440008 Q protection 

A Side A 
2: Cylinder material 0 Brass SA 
9: Oxide N Without oxidation 

3: Length A BIES 31.5mm protection 
4: Length B 31.531.5mm 
5: Sleeve A colour 04 gold deco 


05 bronzed / light 
08 glossy, chrome-plated 


6: Sleeve B colour 


04 gold deco 
05 bronzed / light 
08 glossy, chrome-plated 


7: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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Double cylinder 


Round Scandinavian ASSA ABLOY 


k 
20005 Q 2000S 
Brass, chrome-plated 21.094 
Scandinavian round double cylinder for special Options ___________ Scope of delivery 
mortise locks. Cylinder consists of outer side System 1 double cylinder 
(order code 21.192) and inner side (order Length A 4 hexagonal socket screw 


Length B M5x65 mm 
Sleeve A colour 


Sleeve B colour 
— Material: chrome-plated brass Rotor colour 
— Standard length: 33.0 x 33.0 mm 
— With hardened HRC60 tumblers 


code 21.093). 


21.094/33.0/33.0/F1/F1/0 


4 


1: System 2 2000S Q, 2000S 


2: Cylinder material 0 Brass 


3: Length A 33 33mm 


4: Length B 33 33mm 


5: Sleeve A colour 04 gold deco 
05 bronzed / light 
08 glossy, chrome-plated 


6: Sleeve B colour 04 gold deco 
05 bronzed / light 
08 glossy, chrome-plated 


7: Rotor colour 0 Standard rotor colour 
1 With coloured rotor 
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Brass, chrome-plated 


Thumb turn cylinder 
Oval Scandinavian 


— 

+ 

| 

| 
pele 
== 


84 
|e (39,6) ole 


2000S Q 2000S 


21.053 


21.053/31.5/30.0/08/08/0/0/N 


Scandinavian thumb turn cylinder for special 
mortise locks. Cylinder consists of outer side 
(order code 21.036) and inner side (order 
code 11.054). 


— Material: chrome-plated brass 
— Thumb turn: nickel-plated brass 
— Standard length: 31.5x30 mm 
— With hardened HRC60 tumblers 


6 9 


Options ____——— Cs Scope of delivery 


System 1 thumb turn cylinder 


Length B 2 hexagonal socket screw 
Sleeve A colour M5x65 mm 


Sleeve B colour 
Rotor colour 
ABS 

Oxide 


1: System 2 2000S Q, 2000S 5: Sleeve A colour 04 gold deco 


2: Cylinder material 0 Brass 


3: Length A 31.531.5mm 


05 bronzed / light 
08 glossy, chrome-plated 


4: Length B 3030mm 
40 40 mm 
5050mm 


6: Sleeve B colour 04 gold deco 
05 bronzed / light 


08 glossy, chrome-plated 


7: Rotor colour 0 Standard rotor colour 
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1 With coloured rotor 


8: ABS 0 Without drill-open 


protection 
ASideA 


9: Oxide N Without oxidation 


protection 
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Outer cylinder 
Oval Scandinavian 


4000S Q 2000S Q 2000S 


Brass, chrome-plated 41.036 21.036 

Scandinavian outside cylinder for special Options ____________ Scope of delivery 

mortise locks of all types. System 1 outside cylinder with 
Sleeve A colour F 
Roi | bushing 

š otor colour 
— Material: chrome-plated brass ABS 
— Standard length: 32.0 /7.7 mm Oxide 


— With hardened HRC60 tumblers 


41.036/31.5/08/0/0/N 


1 2 3 5 6 rå 


1: System 2 2000S Q, 2000S 5: Rotor colour 0 Standard rotor colour 
440008 Q 1 With coloured rotor 
2: Cylinder material 0 Brass 6: ABS 0 Without drill-open 
: protection 
See Sis 31.5 mm J With drill-open protection 
4: sleeve Acolour Bi gold deco 7: Oxide N Without oxidation 


05 bronzed / light 
08 glossy, chrome-plated 


protection 
J With oxidation protection 


88 Locking cylinders oval www.assaabloy.ch +49 4181 9240 


Additional locks 


External and internal cylinders.....................91-96 


ade sere son T 97-102 


Deadbolt and latch bolt locks for doors..103-110 
External and internal cylinders................. 111-113 


Screw-type Cylinders .ssseeessessrsesoseressceesseseasceeseecsese 114 


89 


Rim cylinder 


Centric, for various box locks ASSA ABLOY 


re Sa 
pw E 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.007 32.007 
Sidra metal - - 22.407 
Centric rim cylinder for box locks and garage Options _____________ Scope of delivery —____ 
door locks. System 1 rim cylinder 
-o M 2 fastening screws G.102/65 
A à rive arm len 
— Material: matt nickel-plated brass or a Uescuenenn G 003/0402 
Sidra metal Exterior cylinder colour Accessories 
— With hardened tumblers HRC60 ABS 
Oxide G.005/11/02 
nickel-plated brass 
11 mm hole 


G.015/05,5 mm high 

G.015/10, 10 mm high 
G.015/15, 15 mm high 
G.015/20, 20 mm high 


Accessories for rim cylinders, 
please refer to page 204 


42 ; 007/064/01/02/0/N 


3 4 5 6 7 


1: System 2 2000S Q, 2000S 6: ABS 0 Without drill-open 
3 3000 Q, 3000 protection 
4 4000S Q A Side A 

2: Cylinder material 0 Brass 7: Oxide N Without oxidation 
4 Sidra metal protection 


J With oxidati tecti 
3: Drive arm length 06464 mm ee Dee 


09494 mm 
120 120 mm 


4: Escutcheon 01G.005 meas. @45 mm, 
4mm hole 


5: Exterior cylinder 02 nickel-plated 
colour 03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 
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Rim cylinder 


Eccentric, for various box locks ASSA ABLOY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.010 32.010 - 
Sidra metal - - 22.410 
© Eccentric rim cylinder for box locks and garage Options ____________ Scope of delivery 
door locks. System 1 rim cylinder 
ete stl 2 fastening screws G.102/65 
: : rive arm len 
— Material: matt nickel-plated brass or p 1 x007 escutcheon 
Escutcheon G.005/04/02 
Sidra metal Exterior cylinder colour 
— With hardened tumblers HRC60 A Accessories 
xide 
G.005/11/02 nickel-plated 
brass, 11 mm hole 
G.015/05,5 mm high 
G.015]10, 10 mm high 
G.015/15, 15 mm high 
G.015]20, 20 mm high 
Accessories for rim cylinders, 
please refer to page 204 
42 . 010/064/01/02/0/N 
1 2 3 4 5 6 7 
1: System 2 2000S Q, 2000S 6: ABS 0 Without drill-open 
3 3000 Q, 3000 protection 
4 4000S Q A Side A 
2: Cylinder material 0 Brass T: Oxide N Without oxidation 
4 Sidra metal protection 
ee Gon J With oxidation protection 
09494 mm 
120 120 mm 


4: Escutcheon 


01 G.005 meas. @45 mm, 
4mm hole 


5: Exterior cylinder 
colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 


07 black 


08 glossy, chrome-plated 
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Rim cylinder 


For garage door locks 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.008 32.008 

Sidra metal - - 22.408 
Centric rim cylinder, suitable for garage Options Scope of delivery 
door locks. System 


42 ‘ 008/064/ 
1 2 k] 


— Material: matt, nickel-plated brass or 


Sidra metal 


— With hardened tumblers HRC60 


40/02/0/N 


4 


Cylinder material 

Drive arm length 
Spacer length 

Exterior cylinder colour 
ABS 

Oxide 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


5: Exterior cylinder 
colour 


2: Cylinder material 


0 Brass 
4 Sidra metal 


3: Drive arm length 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


064 64mm 
094 94mm 
120 120 mm 


6: ABS 


4: Spacer length 


0 Without drill-open 
protection 
ASideA 


40 40 mm 
45 45 mm 
5050 mm 


7: Oxide 


+49 41819240 


N Without oxidation 
protection 
J With oxidation protection 
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1 rim cylinder: 
1 spacer sleeve 
2 fastening screws G.102/65 
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Rim cylinder 
For garage door locks 


4000S Q 4000S 3000 Q 3000 20000 


2000S Q 2000S 


Brass 42.012 32.012 

Sidra metal - - 22.412 

© Centric rim cylinder, suitable for garage Options Scope of delivery 
door locks. System 1 rim cylinder: 


— Material: matt, nickel-plated brass or 


Sidra metal 
— With spacer tube 


— With hardened tumblers HRC60 


42 . 012/064/40/02/0/N 


Cylinder material 

Drive arm length 
Spacer length 

Exterior cylinder colour 
ABS 

Oxide 


1 2 3 } 5 6 i 
1: System 2 2000S Q, 2000S 5: Exterior cylinder 02 nickel-plated 
3 3000 Q, 3000 colour 03 chrome-plated, matt 
4 4000S Q 04 gold deco 
05b d/light 
2: Cylinder material 0 Brass ronecaiig 
Sid | 07 black 
Bocas 08 glossy, chrome-plated 
3: Drive arm length 064 a MN. 6: ABS 0 Without drill-open 
034 ae protection 
io 120 mm A Side A 
a: spacenlength eo i ay) 7: Oxide N Without oxidation 
onm protection 
50 50 mm 
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J With oxidation protection 
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1 spacer sleeve 
2 fastening screws G.102/65 


+49 4181 924 0 


Rim cylinder 


Eccentric for IKON box lock ASSA ABLOY 


~ a 
7 alla ia 
E 
24 15,6) 59,5: 


a 
nel 


(89,1) ———+ 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.045 32.045 22.045 
© Eccentric rim cylinder designed specifically for Options _____________ Scope of delivery ———— 
IKON box locks. System 1 rim cylinder 


Cylinder material 
Drive arm length 


— Material: nickel-plated brass Escutcheon 

— With hardened tumblers HRC60 Exterior cylinder colour 
ABS 
Oxide 


42 i 045/064/09/02/0/N 


1 2 3 4 5 6 7 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Cylinder material 0 Brass 


3: Drive arm length 06464 mm 
094 94 mm 
120 120 mm 


4: Escutcheon 09 G.045 IKON escutcheon 


+49 4181 924 0 


5: Exterior cylinder 02 nickel-plated 
colour 03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


6: ABS 0 Without drill-open 
protection 


7: Oxide N Without oxidation 
protection 
J With oxidation protection 
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Brass 


Inner cylinder 


Eccentric for IKON box lock 


(32,3) 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


42.046 32.046 


22.046 


42 : 046/11/0/N 


1 2 3 4 


5 


Eccentric interior cylinder designed specifically 
for IKON box locks. 


— Material: nickel-plated brass 
— With hardened tumblers HRC60 


Options Scope of delivery 


System 

Cylinder material 
Deadbolt length 
ABS 

Oxide 


1 inner cylinder 


1: System 2 2000S Q, 2000S 4: ABS 0 Without drill-open 

3 3000 Q, 3000 protection 

a iu 5: Oxide N Without oxidation 
2: Cylinder material 0 Brass protection 

With oxidati tecti 

3:Deadbolt length 1111mm AVEN ee aE 

20 20mm 

2525mm 

3131 mm 

31,531.5mm 
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Padlock 
With shackle diameter of 7 mm 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.037 32.037 22.037 
rq — Padlock housing: chrome-plated brass Options Scope of delivery 
— Cylinder: Sidra metal System 1 padlock 
— Housing: 42/38 mm Cylinder material 
Bügeltyp Note 


— Shackle height: 25 MM, alternatively available 4gs 
with shackle heights 50, 70, 100 mm Oxide 


— Boron steel hardened shackle Dust cover 
— Automatic closing 
— Oxidation protection 
— With hardened tumblers HRC60 
42 P 037/025/0/JI/N 
1 2 3 4 5 6 
1: System 2 20005 Q, 2000S 4: ABS 0 Without drill-open 
3 3000 Q, 3000 protection 
poe 5: Oxide J With oxidation protection 
2iCylindenMaterial MA BTasS 6: Dust cover N Without dust cover 


3: Shackle type 025 Height 25 mm, 
hardened steel 
R25 Height 25 mm, 
non-corrosive 
050 Height 50 mm, 
hardened steel 
R50 Height 50 mm, 
non-corrosive 
R70 Height 70 mm, 
non-corrosive 
R10 Height 100 mm, 
non-corrosive 


J With dust cover 
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Dust cap not applicable for 
System 4000S Q. 
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Padlock 
With 45 cm cable ASSA ABLOY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.037.220 32.037.220 22.037.220 
EN Padlock with cylinder and cable 45 cm for Options —— =; Popeordedvey ——— 
A flexible applications. System 1 padlock 
Cylinder material 
— Padlock housing: chrome-plated brass o wpe Note 
— Housing: 42/38 mm Oxide Dust cap not applicable for 


— Cable: 45 cm long Dusticover System 40005 Q. 
— Automatic closing 

— Oxidation protection 

— With hardened tumblers HRC60 


42.037/220/0/J/NÑ 


1 2 3 4 5 6 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 0 Brass 


3: Shackle type 220 Height 220, wire cable 

4: ABS 0 Without drill-open 
protection 

5: Oxide J With oxidation protection 

6: Dust cover N Without dust cover 


J With dust cover 
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Padlock 


With shackle diameter of 8mm ASSA ABLOY 


d all i) gS 2 44 


I= E 
~A | 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.042 32.042 22.042 
rq Padlock with cylinder. Options ______—_ Scope of delivery ____ 
LS System , 1 padlock 
— Padlock housing: chrome-plated brass Aie 
— Housing: 47 |44 mm ae Note 
— Shackle height: 25 mm, alternatively available Oxide Dust cap not applicable for 
with shackle heights of 50 and 100 mm Dust goyer System 40005 Q. 


— Boron steel hardened shackle 

— Automatic closing 

— Oxidation protection 

— With hardened tumblers HRC60 


42 .042/025/0/I/N 


1 2 3 4 6 


1: System 2 2000S Q, 2000S 4: ABS 0 Without drill-open 
3 3000 Q, 3000 protection 
4 4000S Q 
mu 5: Oxide J With oxidation protection 
Z SHUR S SU ESae ED 6: Dust cover N Without dust cover 
3: Shackle type 025 Height 25 mm, J With dust cover 


hardened steel 
050 Height 50 mm, 

hardened steel 
100 Height 100 mm 

hardened steel 
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Padlock 


With shackle diameter of 10 mm ASSA ABLOY 


| | 1 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.043 32.043 22.043 
N Padlock with cylinder. Options _____———S Scope of delivery —___ 
kS | system . 1 padlock 
— Padlock housing: chrome-plated brass Sarria 
ackle e 
— Boron steel hardened shackle ABS yP Net 
— Housing 55 | 52mm Oxide Dust cap not applicable for 
— Shackle height: 25 mm, alternatively available — Dust cover System 4000S Q. 


with shackle heights 50 and 100 mm 
— Automatic closing 
— Oxidation protection 
— With hardened tumblers HRC60 


42 .043/025/0/I/N 


1 2 3 4 5 6 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S QO 


2: Cylinder material 0 Brass 


3: Shackle type 025 Height 25 mm, 
hardened steel 

050 Height 50 mm, 

hardened steel 


4: ABS 0 Without drill-open 
protection 
5: Oxide J With oxidation protection 
6: Dust cover N Without dust cover 
J With dust cover 
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Brass 


Padlock 


With shackle diameter of 14 mm 


mS 


AGW WSSY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


42.044 32.044 


22.044 


42.044/025/0/I/N 


3 


Padlock with cylinder. Housing and shackle 
made from hardened steel for a high level of 
security. 


— Housing: 70/57 mm 
— Shackle height: 25 mm, alternatively 
— Available with shackle height 
of 50 mm or 100 mm 
— Automatic closing 
— Oxidation protection 
— With hardened tumblers HRC60 


4 6 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Cylinder material 


0 Brass 


3: Shackle type 


025 Height 25 mm, 
hardened steel 
050 Height 50 mm, 
hardened steel 


4: ABS 0 Without drill-open 
protection 
5: Oxide J With oxidation protection 


6: Dust cover 


N Without dust cover 
J With dust cover 


+49 4181 924 0 


www.assaabloy.ch 


Options 


System 

Cylinder material 
Shackle type 
ABS 

Oxide 

Dust cover 


Scope of delivery 
1 padlock 


Note 


Dust cap not applicable for 
System 40005 Q. 
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Padlock cylinders 


pele 


Fs 


7,8 


m—24, 5—1,2 


18 
5 5,2 
dh 


2 


R2, 
4 


som 


4000S Q 4000S 3000 Q 3000 20000 


48.003 


Brass 


38.003 


2000S Q 2000S 


Sidra metal 


28.403 


Ky 


— Material: Sidra metal 
— Oxidation protection 
— With hardened tumblers HRC60 


28.403/24/01/02 
48 . 003/24/01/03 


1 2 3 4 5 


Padlock cylinders for all KESO padlocks. 


Options 


System 
Material Zylinder 


Nominal length 


Use 


Cylinder colour 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 40005 Q 


1: System 5: Cylinder colour 


0 Brass 
4 Sidra metal 


2: Material Zylinder 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


3: Nominal length 
4: Use 


024 24 mm 


01 Standard 
58 Without dust cover 
66 With dust cover 
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Scope of delivery 


1 padlock cylinder 


Note 


Dust cap not applicable for 


System 4000S Q. 
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Deadbolt lock 
With rim cylinder 


a’ D l 


25 = 19=24,5 je 60 
e == i 
l ' 22 a = L 
p42 Qt? 
e o | ang 
ej —! 
| 39 60 4, @ sai 12 
69,5 | = ij 15,5 : ' 
| j 
a | if Lap! 
— 10,5 © | lael 


4000S Q 4000S 3000 Q 3000 200050 O 


2000S Q 2000S 


Brass 42.004 32.004 
Sidra metal - - 22.404 
Deadbolt lock with thumb turn and centric Options Scope of delivery 
cylinder for steel, aluminium or uPVC profile System ‘fdeadboltiock withthumb 
doors, and for securing windows. Cylinder material turn and rim cylinder 
Lock case colour 1 set of fastening screws 
Lock case position 
— Housing: nickel-plated brass Rotor position Accessöres 
— Standard colour lock case: grey finish zi a length 
— Wi j i j Reu cneon G.005/11/02 nickel-plated 
With exterior cylinder centric Exterior cylinder colour ae i ee er 
— With hardened tumblers HRC60 se G.015/05, 5 mm high 
xIde 


— With thumbturn on inside 


— Deadbolt feed single rotation 21 mm 
— Convertible for left- and right-hand doors 


— Backset: 60 mm 


42 : 004/G/00/ZE/064/01/02/0/N 


| 
3 1 5 6 7 8 9 10 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


0 Without drill-open 
protection 
A Side A 


1: System 2 2000S Q, 2000S 8: Exterior cylinder 
3 3000 Q, 3000 colour 
4 4000S Q 

2: Cylinder material 0 Brass 
4 Sidra metal 

3: Lock case colour G grey 9: ABS 

4: Lock case 00 Universal 

position 
5: Rotor position EX eccentric 10: Oxide 


ZE centric 


N Without oxidation 
protection 
J With oxidation protection 


6: Drive arm length 06464 mm 
094 94 mm 


120 120 mm 


01 G.005 meas. Ø 45 mm, 
4mm hole 


7: Escutcheon 
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G.015]10, 10 mm high 
G.015/15, 15 mm high 
G.015/20, 20 mm high 


Accessories for rim cylinders, 
please refer to page 204 
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X 


Latch bolt lock 
With rim cylinder 


A D i ° 


25 


-24,5 


= =—— 60 ——_+ 


= 


4000S Q 4000S 3000 Q 3000 L200 


2000S Q 2000S 
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Brass 42.006 32.006 
Sidra metal = - 22.406 
Latch bolt lock with thumb turn for steel, Options Scope of delivery 
aluminium or uPVC profile doors and for System Tilateh bolt Ioekwith thumb 
securing windows. Cylinder material turn, arrestor and centric 
Lock case colour rim cylinder 
f : f : Lock case position 1 set of fastening screws 
— Retainer and rim cylinder centric Rotor position 
— With hardened tumblers HRC60 Drive arm length Accessories 
Standard col lock . finish Escutcheon 
a Exteriðt cylinder colour G.005]11 /02 nickel-plated 
— With thumbturn on inside ABS brass Iim hole 
Oxide 


— Single rotation 


— Convertible for left- and right-hand doors 


— Backset: 60 mm 


42 ; 006/G/00/2E/064/01/02/0/N 


1 2 3 5 6 8 9 10 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


0 Without drill-open 
protection 
A Side A 


N Without oxidation 
protection 
J With oxidation protection 


1: System 2 2000S Q, 2000S 8: Exterior cylinder 
3 3000 Q, 3000 colour 
4 4000S Q 

2: Cylinder material 0 Brass 
4 Sidra metal 

3: Lock case colour G grey 9: ABS 

4: Lock case 00 Universal 

position 

5: Rotor position EX eccentric 10: Oxide 
ZE centric 

6: Drive arm length 06464 mm 
094 94 mm 
120 120 mm 


01G.005 meas. Ø 45 mm, 
4mm hole 


7: Escutcheon 
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G.015/05,5 mm high 

G.015/10, 10 mm high 
G.015/15, 15 mm high 
G.015]20, 20 mm high 


Accessories for rim cylinders, 
please refer to page 204 
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X 


Deadbolt lock 


With inner and rim cylinder 


A D 


~~ 


4000S Q 4000S 3000 Q 


3000 2000S Q 2000S 


Brass 42.001 
Sidra metal - 22.401 
a Deadbolt lock with inner and outer cylinder Options Scope ot delivery 
bOd for steel, aluminium or uPVC profile doors, and System tdeadbolt igċkwith nner 


42 f 001/G/R/ZE/064/01/02/0/N 


3 4 


for securing windows. 


— Housing Material: nickel-plated brass 


Cylinder material 
Lock case colour 
Lock case position 
Rotor position 
Drive arm length 


— Standard colour lock case: grey finish 
— With inner and outer cylinder, eccentric 


Escutcheon 


— With hardened tumblers HRC60 ABS 
— Deadbolt feed: 2 turns, 21 mm Oxide 
— Convertible for left- and right-hand doors 

— Backset: 60 mm 


5 6 7 8 9 


Funktion A 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 
2: Cylinder material 0 Brass 
4 Sidra metal 
3: Lock case colour G grey 
4: Lock case R right-hand, inward- 
position opening 


L left-hand, inward opening 


5: Rotor position 


EX eccentric 
ZE centric 


6: Drive arm length 


06464mm 
09494 mm 
120 120 mm 


+49 41819240 


7: Escutcheon 


01G.005 meas. @45 mm, 
4mm hole 


8: Exterior cylinder 02 nickel-plated 


colour 


03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


9: ABS 


0 Without drill-open 
protection 
ASideA 


10: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Exterior cylinder colour 


and rim cylinder eccentric 
1 set of fastening bolts 


Accessories 


G.005/11/02 nickel-plated 
brass, 11 mm hole 
G.015/05,5 mm high 
G.015]10, 10 mm high 
G.015/15, 15 mm high 
G.015/20, 20 mm high 


Accessories for rim cylinders, 
please refer to page 204 
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an. XÑ 
pw 2 


Deadbolt lock 


With thumb turn and rim cylinder 


— 
i yt 
L4 
© j l 
here i 
t—uo—t a 
) $ 60 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.000 32.000 = 
Sidra metal = = 22.400 
yr ™ Deadbolt lock with thumb turn and rim Options Scope of delivery 
LOA cylinder for steel, aluminium or uPVC profile System J deadbolt lockwith thumb 


42 ; 000/G/00/2E/064/01/02/0/N 


1 2 4 


doors; also for securing windows. 


— Housing Material: nickel-plated brass 

— Standard colour lock case: grey finish 

— With exterior cylinder centric 

— With hardened tumblers HRC60 

— With thumbturn on inside 

— Single rotation 

— Convertible for left- and right-hand doors 
— Backset: 60 mm 


5 6 7 9 10 


Cylinder material 

Lock case colour 

Lock case position 
Rotor position 

Drive arm length 
Escutcheon 

Exterior cylinder colour 
ABS 

Oxide 


8: Exterior cylinder 
colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 

2: Cylinder material 0 Brass 
4 Sidra metal 

3: Lock case colour G grey 

4: Lock case 00 Universal 

position 

5: Rotor position EX eccentric 
ZE centric 

6: Drive arm length 06464 mm 
094 94 mm 
120 120 mm 


7: Escutcheon 


01G.005 meas. @45 mm, 
4mm hole 
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9: ABS 0 Without drill-open 
protection 
ASideA 
10: Oxide N Without oxidation 


protection 
J With oxidation protection 
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turn and rim cylinder, 
centric 
1 set of fastening bolts 


Accessories 


G.005/11/02 nickel-plated 
brass, 11 mm hole 
G.015/05,5 mm high 
G.015/10, 10 mm high 
G.015/15, 15 mm high 
G.015]20, 20 mm high 


Accessories for rim cylinders, 
please refer to page 204 
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Deadbolt lock 


With thumb turn and rim cylinder ASSA ABLOY 


a. 


© it | 120 S 
r {j T ! S 1 
7 tan) ane = 
- R| = i | + £| 
j ) ~ II AN a 
> a 
- 
Brass 42.065 22.065 
Deadbolt lock with thumb turn for steel alu- Options ____________ Scope of delivery —___ 
minium or uPVC profile doors, and for securing System l 1 deadbolt lock with locking 
windows, including locking shackle. Cylinder material shackle and eccentric rim 
Lock case colour cylinder 
Lock case position 1 Set of fastening bolt 
— Housing Material: nickel-plated brass Rotor position penne eae no 
— Standard colour lock case: grey finish Drive arm length 
ith lack hack Escutcheon 
— With locking shackle Exterior cylinder colour 
— With eccentric outer cylinder ABS 
— With hardened tumblers HRC60 Oxide 


— With thumbturn on inside 
— Deadbolt feed: 2 turns, 21 mm 
— Convertible for left- and right-hand doors 
— Backset convertible between 
60 mm and 70 mm 


42 : 065/S/R/EX/064/09/02/0/N 


4 5 6 7 8 9 10 


1: System 2 2000S Q, 2000S 7: Escutcheon 09 G.045 IKON escutcheon 
4 4000S Q 
8: Exterior cylinder 02 nickel-plated 
2: Cylinder material 0 Brass colour 03 chrome-plated, matt 
04 gold deco 
3: Lock case colour B A 05 oen 
ates 07 black 
mys 08 glossy, chrome-plated 
He sae B n inward- 9: ABS 0 Without drill-open 
tecti 
L left-hand, inward opening Piese S o et 
5: R ag 3 10: Oxide N Without oxidation 
: Rotor position EX eccentric nacion 
6: Drive arm length 064 64mm J With oxidation protection 
094 94 mm 
120 120 mm 
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Deadbolt lock 


With locking rod, inner and rim cylinder ASSA BELO 
> "A 
( ea — a1) j=} 
YQ Fae] 
s ene d F 


40005 Q 4000S 


40 13 


2000S Q 2000S 


Brass 42.063 22.063 
Deadbolt lock with locking rod for steel, alu- Options Scope of delivery 
minium or uPVC profile doors and for securing System l 1 deadbolt lock with security 
windows, including locking shackle. Cylinder material link and inner and 
n Gase sa rim cylinder, eccentric 

. . . ock case position 1 t of fasteni bolt 
— Housing Material: nickel-plated brass Rotor position Agee eee 
— Standard colour lock case: grey finish a. ca length 

7 à scutcheon 

— With locking shackle Exterior cylinder colour 
— With inner and rim cylinder, eccentric ABS 
— With hardened tumblers HRC60 Oxide 


42 . 063/S/R/EX/064/09/02/0/N 


— Deadbolt feed: 2 turns, 21 mm 
— Convertible for left- and right-hand doors 


— Backset: 60 mm 


6 7 J C 


09 G.045 IKON escutcheon 


8: Exterior cylinder 02 nickel-plated 


03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


0 Without drill-open 
protection 


N Without oxidation 
protection 
J With oxidation protection 


1: System 2 2000S Q, 2000S 7: Escutcheon 

4 4000S Q 
2: Cylinder material 0 Brass colour 
3: Lock case colour B Brown 

S silver 

W white 
4: Lock case R right-hand, inward- 9: ABS 

position opening i 
L left-hand, inward opening 
RE z 10: Oxide 

5: Rotor position EX eccentric 
6: Drive arm length 06464 mm 

094 94 mm 

120 120 mm 
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Wy 


Brass 


Deadbolt lock 


With thumb turn and rim cylinder 


a |= 
si 


4000S Q 4000S 


42.064 


p46 
29 
18 
Z 
ii w 
i 
50 


2000S Q 2000S 


22.064 


Deadbolt lock with thumb turn and rim cylin- 
der for steel, aluminium or uPVC profile doors, 
and for securing windows. 


— Housing Material: nickel-plated brass 


Options 


System 

Cylinder material 
Lock case colour 
Lock case position 
Rotor position 


Scope of delivery 


1 deadbolt lock with inner 
and rim cylinder eccentric 
1 Set of fastening bolts 


— Standard colour lock case: grey finish Drive arm length 
Escutcheon 


— With eccentric rim cylinder Exterior cylinder colour 
— With hardened tumblers HRC60 ABS 
— Deadbolt feed: 2 turns, 27 mm Oxide 
— Convertible for left- and right-hand doors 
— Backset convertible between 60 mm and 
70mm 


4 6 7 8 9 10 


42 i 064/S/00/EX/064/09/02/0/N 


2 2000S Q, 2000S 7: Escutcheon 09 G.045 IKON escutcheon 


4 4000S Q 


1: System 


8: Exterior cylinder 02 nickel-plated 


2: Cylinder material 0 Brass colour 03 chrome-plated, matt 
2 04 gold deco 
3: Lock case colour B sald 05 bronzed light 
anes 07 black 
mys 08 glossy, chrome-plated 
= toe’ Sees Ce inivesel 9: ABS 0 Without drill-open 
positon protection 
2E Noret position Me cce nine 10: Oxide N Without oxidation 


protection 


6: Drive arm length 06464mm 
J With oxidation protection 


09494 mm 
120 120 mm 
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S 


D 


Deadbolt lock 


With inner and rim cylinder, eccentric 


68 | 7 


4000S Q 4000S 


107 


w 
oo 
2 
0 


2000S Q 2000S 


Brass 42.062 22.062 
Deadbolt lock with inner and rim cylinder for Options Scope of delivery 
steel, aluminium or uPVC profile doors, and for System ddeddbuleiedeamannes 
securing windows. Cylinder material and rim cylinder eccentric 
Lock case colour 1 Set of fastening bolts 
Lock case position 
— Housing Material: nickel-plated brass Rotor position 
— Standard colour: grey finish Drive arm length 
— With u s da lind Escutcheon 
With eccentric inner and rim cylinder Exterior cylinder colour 
— With hardened tumblers HRC60 Oxyd 
— Deadbolt feed: 2 turns, 21 mm 
— Please state whether for 
left- or right-hand door 
— Backset convertible between 
60 mm and 70 mm 
42 : 062/S/R/ EX/064/09/02/0/J 
1 2 3 4 5 6 7 8 9 10 
1: System 2 2000S Q, 2000S 7: Escutcheon 09 G.045 IKON escutcheon 9: ABS 0 Without drill-open 
4 4000S Q ; 7 7 protection 
8: Exterior cylinder 02 nickel-plated 
2: Cylinder material 0 Brass colour 03 chrome-plated, matt 10: Oxyd N without Oxidationsschutz 
eT l 04 gold deco N Without oxidation 
OKEE CONT ae 05 bronzed /light protection 
eS! es 07 black J With oxidation protection 
W white 


4: Lock case 
position 


08 glossy, chrome-plated 


R right-hand, inward- 
opening 
L left-hand, inward opening 


5: Rotor position 


EX eccentric 


6: Drive arm length 


9.809.8 mm 
01717mm 
064 64mm 
09494 mm 
120 120 mm 
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Rim cylinder 


For CISA lock ASSA ABLOY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.099.00002 32.099.00002 22.099.00002 
Rim cylinder with bushing for CISA locks. Options. ~; »Seapebidelmey) 
System 1 rim cylinder 


Cylinder material 


— Material: chrome plated brass 
Sleeve A colour 


— With hardened HRC60 tumblers 


42 i 099/00002 


1 2 


1: System 2 2000S Q, 2000S 
4 4000S Q 


2: Cylinder material 0 Brass 
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Inner cylinder 


For CISA lock ASSA ABLOY 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.099.00003 32.099.00003 22.099.00003 
Inside cylinder for CISA locks. Options __________._ Scope of delivery 
System 1 inside cylinder 


Cylinder material 


— Material: chrome plated brass ! 
Cylinder colour 


— With hardened tumblers 


42 : 099/00003 


1 2 


1: System 2 2000S Q, 2000S 
4 4000S Q 


2: Cylinder material 0 Brass 
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Outside and inside cylinders 
Set for CISA lock ASSA ABLOY 


] —_ D 
Ny 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 42.099.00004 32.099.00004 22.099.00004 
Outside and inside cylinder set for CISA locks. Options ____________ Scope of delivery 
This cylinder consists of the outside cylinder System l 1 outside cylinder with 
with bushing (order code _2.099.00002) and Cylinder material bushing1 inside cylinder 


the inside cylinder (order code _2.099.00003). 


— Material: chrome plated brass 
— With hardened HRC60 tumblers 


42 i 099/00004 


1 2 


1: System 2 2000S Q, 2000S 
4 4000S Q 


2: Cylinder material 0 Brass 


+49 41819240 www.assaabloy.ch Additional locks 113 


ANSI screw cylinder 


——_____—, 

ASSA ABLOY 

}e— 34,1 — k— 32 — = (2937 |- 
3 fe] 15 j- 532" 


my 


Wy 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Sidra metal 42.424 32.424 22.424 
ANSI screw cylinder for American Options ____________ Scope of delivery 
mortise locks. System 


$ . 1 ANSI screw cylinder 
Cylinder material 


: Nominal length 
— Material: Sidra metal, chrome-plated Cylinder Kaha 


— Standard length 28 mm and 33 mm Oxide 
— Diameter: 34.1 mm 
— With hardened HRC60 tumblers 


22.424/025/08/N 


1 2 3 i 


1: System 2 2000S Q, 2000S 


2: Cylinder material 4 Sidra metal 


3: Nominal length 028 28 mm 
033 33 mm 


4: Cylinder colour 04 gold deco 
05 bronzed/light 
08 glossy, chrome-plated 


5: Oxide N Without oxidation 
protection 
J With oxidation protection 
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Furniture locks 


Information on furniture LOCKS... 116 
Deadbolt lock | latch bolt lock...........--.....-. 117-121 
Surface-mounted rod IOck...........::cccs0sc0e 122-124 
Bolt variants for locking cylinder ...................... 125 


Locking Cylinders.......c.ccceccccsseesesseeneeeeesee 126-136 


Mounting Cylindef..............0.0:c:c0scesessesesessee 137-138 


Pressure cylinders .s.eosssessseeseesceseeesecceeseceseeee 139-142 


115 


Information on furniture locks 


Actuator figures 
Closing movement 


90° left-hand 90° right-hand 180° left-hand 180° right-hand 


Figure 1 Figure 5 Figure 9 Figure 13 


Figure 3 Figure 7 Figure 11 Figure 15 


Figure 4 Figure 8 Figure 12 Figure 16 


Fixing plate for X3.035, X3.037, x3.041 


R3 Fixing Plate K1 Fixing Plate K2 Fixing Plate G1 Fixing Plate G2 Fixing Plate 
Dimensions: Dimensions: 35x22x1.5mm Dimensions: Dimensions: 
@35x1.5mm 35x22x1.5mm 45x28x1.5mm 45x28x1.5mm 


116 Furniture locks www.assaabloy.ch +49 4181 9240 


Deadbolt lock 
With flat bolt 


3,4 D+10. 


H—D— stroke 10 


30 2 


= 
48. 


25 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.030 33.030 


23.030 


The deadbolt lock with flat bolt, screw-on or 
mortise fit. 


— Standard colour: nickel-plated 

— With hardened tumblers HRC60 

— Convertible left- or right-hand for doors, 
also for drawers 

— Key withdrawable in open position 

— Backsets: 20, 30, 40, 50, 60, 80, 100 mm 

— Cylinder lengths: 25, 30, 35, 40, 45, 50, 
55, 60, 65, 70 mm 


43 f 030/025/020/02/R/02/N 


4 5 6 7 8 


Options 


System 

Cylinder material 
Nominal length 
Backset 
Deadbolt 

Lock position 
Cylinder colour 
Oxide 


Lock position 


1©) ia 
®© 


drawer hatch 


© 


right 


Scope of delivery 

1 deadbolt lock 

1 surface-mounted cylinder 
_3.008.025 


Accessories — —ăŻ 


V.000/45/49 Spacer 


2 


7: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Oxide 


N Without oxidation 
protection 
J With oxidation protection 


1: System 2 2000S Q, 2000S 4: Backset 2020 mm 
3 3000 Q, 3000 3030mm 
4 4000S Q 4040 mm 

2: Cylinder material 0 Brass 2 a PRE 

3: Nominal length 02525 mm 80 80 mm 
030 30 mm 100 100 mm 
2: a 5: Deadbolt 02 Flat 
040 40 mm 
045 45 mm 6: Lock position L Left-hand 
050 50 mm R Right-hand 
055 55 mm A Drawer 
060 60 mm C Shutter 
065 65 mm 
075 75mm 
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Brass 


Deadbolt lock 
Square 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43.074 


33.074 


23.074 


The surface-mounted deadbolt lock is a 


universal lock for furniture and cabinet doors. 


— Material lock case: refined steel, 


deadbolt brass 


— Cylinder: matt, nickel-plated brass 
— With hardened tumblers HRC60 

— Convertible for left- / right-hand lock 
— Drawer or hatch 

— Deadbolt feed 8 mm 


— Closing rotational stroke: 360°; key removable 


in open and closed position 
— Backset: 25 mm 
— Cylinder lengths: 25, 30, 35, 45,50 mm 


43 . 074/025/025/R/02/N 


1 2 


6 7 


Options 


System 

Cylinder material 
Nominal length 
Backset 

Lock position 
Cylinder colour 
Oxide 


Lock position 


Scope of delivery 


1 surface-mounted 
deadbolt lock 

1 surface-mounted 
cylinder _3.008.025 

1 striker G. 251 

1 escutcheon G.006 


or © 


right 


drawer 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass 


5: Lock position 


L Left-hand 
R Right-hand 
A Drawer 

C Shutter 


3: Nominal length 


025 25mm 
030 30mm 
035 35mm 
040 40 mm 
045 45mm 
05050mm 


6: Cylinder colour 


02 nickel-plated 


03 chrome-plated, matt 


04 gold deco 
05 bronzed / light 
07 black 


08 glossy, chrome-plated 


4: Backset 


25 25mm 
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T: Oxide 


N Without oxidation 
protection 


J With oxidation protection 
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Latch bolt 
Square 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.075 33.075 23.075 


The surface-mounted latch bolt lock with Options Scope of delivery 


surface-mounted cylinder is a universally System 
applicable lock for furniture, cabinet doors Cylinder material 


Nominal length 
and drawers. Backset A 


Lock position 
Cylinder colour 
Oxide 


1 surface-mounted 

latch bolt lock 
1 surface-mounted 

cylinder 3.008.025 
1 angled strike plate G.252 
— Material lock case: refined steel 1 escutcheon G.006 
— Cylinder: matt, nickel-plated brass 
— With hardened tumblers HRC60 
— Convertible for left- / right-hand lock, 

drawer or hatch 
— Opening rotation stroke: 90° (forced closing) 
— Backset: 25 mm 


— Cylinder lengths: 25, 30, 35, 45,50 mm 


Lock position 


Ol Ofk 


left right 


i i 
E 
drawer hatch 


43 : 075/025/025/R/02/N 


4 5 6 7 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass 


3: Nominal length 


025 25mm 
030 30mm 
035 35mm 
040 40 mm 
05050mm 


4: Backset 


2525mm 


5: Lock position 


L Left-hand 
R Right-hand 
A Drawer 

C Shutter 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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7: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Deadbolt lock 
Rectangular 


— 
v 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.084 


33.084 


23.084 


The deadbolt lock with surface-mounted cylin- 
der is a universally applicable lock for furniture, 


cabinet doors and drawers. 


— Material lock case: refined steel 

— Cylinder: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Convertible for left- / right-hand lock, 
drawer or hatch 

— Deadbolt feed: 10 mm 


— Closing rotational stroke: 360°; key removable 
in open and closed position 


— Backset: 30, 35, 40 mm 
— Cylinder lengths: 25, 30, 35, 45,50 mm 


43 . 084/025/030/R/02/N 


1 2 5 6 


Options 


System 

Cylinder material 
Nominal length 
Backset 

Lock position 
Cylinder colour 
Oxide 


Lock position 


Scope of delivery 


1 surface-mounted 
deadbolt lock 

1 surface-mounted 
cylinder 3.008.025 

1 escutcheon G.006 


OO 
© 


drawer hatch 


1: System 2 2000S Q, 2000S 
3 3000 O, 3000 
440008 Q 


4: Backset 


2: Cylinder material 0 Brass 


3: Nominal length 02525 mm 
030 30 mm 
035 35 mm 
040 40 mm 
045 45 mm 
050 50 mm 


30 30 mm 
85 35 mm 
40 40 mm 
45 45 mm 
50 50 mm 
5555mm 
60 60 mm 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


7: Oxide 


5: Lock position 


120 Furniture locks 


L Left-hand 
R Right-hand 
A Drawer 

C Shutter 


N Without oxidation 
protection 
J With oxidation protection 
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Deadbolt lock 
Recessed 


ii] 
Hr 

ahi T #22 
i} 

i | 


Ay 
TH 
11 L 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.012 


33.012 


23.012 


Mortise deadbolt lock for furniture, cabinet 
doors, drawers or hatches 


— Material: lock plate: refined steel: deadbolt: 


brass; cylinder: matt, chrome-plated brass 
— With hardened tumblers HRC60 


— Convertible for left- / right-hand lock, drawer 


or hatch 


— Closing rotational stroke: 360°; key removable 
in open and closed position 


— Cylinder lengths: 25, 30, 35, 45,50 mm 
— Backset: 20, 25, 30 mm 


43 .012/025/035/R/02/N 


4 5 6 7 


Options 


System 


Cylinder material 
Nominal length 


Backset 


Lock position 
Cylinder colour 


Oxide 


Lock posit 


O, 


left 


NO 


ion 


Scope of delivery 


1 recessed deadbolt lock 

1 surface-mounted cylinder 
3.008.025 

1 striker G.251 

1 escutcheon G.006 


right 


drawer 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 0 Brass 


3: Nominal length 02525 mm 
030 30 mm 
035 35 mm 
040 40 mm 
045 45 mm 
050 50 mm 
055 55 mm 
060 60 mm 
065 65 mm 


4: Backset 


20 20 mm 
2525 mm 
30 30 mm 
8535 mm 
40 40 mm 
45 45 mm 
50 50 mm 


5: Lock position 


L Left-hand 
R Right-hand 
A Drawer 

C Shutter 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


7: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Bar lock 
Surface-mounted 


——_____—, 
ASSA ABLOY 
1,5 
fh 
93 
56,5 | 
110 
| © | I Co a 
5.5 Pe a | 
oT o 
C 
Let ge 1==25 
28 37,5 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.070 33.070 23.070 
Surface mounted rod lock with surface- Options ____________ Scope of delivery 
mounted cylinder for furniture, cabinet System l TsurfaeiicuntedirodTock 
doors etc. Cylinder material 1 surface-mounted 
oe cylinder _3.099.00022 
i . Oe Boome 2 u-bolts G. 258 
— Material lock case: polished steel Cylinder colour 2 base plates G.256 
— Nickel-plated Oxide 


— Cylinder: matt, nickel-plated brass 


— With hardened tumblers HRC60 
— Rod stroke: 6 mm on both sides 
— Closing rotational stroke: 360°; key removable 


Lock position 


in open and closed position 


— Cylinder lengths: 25, 30, 35, 40, 45, 50 mm 


43 . 070/025/R/02/N 


1 2 6 


right 


horizontal 


1: System 2 2000S Q, 2000S 5: Cylinder colour 
3 3000 Q, 3000 
4 4000S Q 


2: Cylinder material 0 Brass 


3:Nominallength 02525 mm 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


030 30 mm 6: Oxide 
035 35 mm 
040 40 mm 
045 45 mm 
050 50 mm 


4: Lock position L Left-hand 
R Right-hand 
w Horizontal 


N Without oxidation 
protection 
J With oxidation protection 
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Rod lock 
Surface-mounted 


—______—, 
ASSA ABLOY 
=—39— 
== 
9 p85 
45 ee 1 6,5 
23 
© $ 138 open F | 
i 166 closed f 
3136 ~ - H- 922 950 
| © Gq Ee] | 
BE 5 g8x90° 
P 
Ke 
3 
20 = 16 = 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.073 33.073 


23.073 


Surface mounted rod lock with surface- 
mounted cylinder for metal and wooden 
cabinets of all kinds. 


— Material lock case: galvanised steel 

— Cylinder: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Please, specify whether lock is left- / right-hand, 
or drawer 

— Rod stroke: 14 mm on both sides 

— Closing rotational stroke: 360°; key removable 
in open and closed position 

— Cylinder lengths: 25, 30, 3, 45,50 mm 


4 5 6 


43 f 073/025/R/02/N 


Options ____—— Scope of delivery 


System : 1 surface-mounted rod lock 
Cylinder material 1 surface-mounted 


Nominal length cylinder 3.008.025 
Lock position 


Cylinder colour 
Oxide 


Lock position 


horizontal 


1: System 2 2000S Q, 2000S 5: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05 bronzed / light 
2: Cylinder material 0 Brass 07 black llig 
3: Nominal length 025 25 mm 08 glossy, chrome-plated 
geg a mm 6: Oxide N Without oxidation 
25 40 ae protection 
OE, J With oxidation protection 
045 45 mm 
05050 mm 
4: Lock position L Left-hand 
R Right-hand 
W Horizontal 
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Rod lock 


Surface-mounted ASSA ABLOY 


32:5- 


A B 154 121 | 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.081 33.081 23.081 
Surface mounted rod lock with surface- Options ____________ Scope of delivery 
mounted cylinder for switch panel building, System l TsurfaceaioúntedrodTock 
metal and wooden cabinets of all kinds. Cylinder material 1 surface-mounted 
e cylinder _3.145.025 
F : OER position 1 Fixing plate G.126 
— Material lock case: refined steel Cylinder colour ENE ate 
— Cylinder: matt, nickel-plated brass Oxide 


— With hardened tumblers HRC60 

— Rod lock with square headed nut, 7 x 7 mm, 
also suitable for var. cylinder olives 

— Please, specify whether lock is left- / right-hand, 
or horizontal 

— Rod stroke: 18 mm on both sides 

— Closing rotational stroke: 90°; key not remov- 
able in open position 

— Cylinder lengths: 25, 30, 45 mm 


Lock position 


right 


horizontal 


43 . 081/025/R/02/N 


6 


1: System 2 2000S Q, 2000S 6: Oxide N Without oxidation 
3 3000 Q, 3000 protection 
4 4000S Q J With oxidation protection 


2: Cylinder material 0 Brass 


3: Nominal length 02525 mm 
030 30 mm 
045 45 mm 


4: Lock position L Left-hand 
R Right-hand 
w Horizontal 


5: Cylinder colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 
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Tail piece variants for Universal cam locks 


e e 
m : 
A 
2 ci 
ate Al 
a 
right-hand Left-hand right-hand A 
Tomakeiteasierto P Cs COC COC 
i Al - 20 v3 10.5__| 20 18 w1 105 | 20 18 
choose the correct tail x = A2 - 30 V4 12.5 215 | 16 w2 125 215 16 
Pi . A3 - 40 v5 11 215 175 w3 11 21.5 TS 
piece for your Universal a > A4 5 50 V6 23 la a w4 zs a5 |A 
| k h li d TG = aa AS - 90 V7 6 225 [25 w5 6 22.5 22.5 
cam lock, we have liste aE s T M6 1 28 v8 a 2 w6 17 24.5 11.5 
AT 65 AT - 65 v9 10.5 20 | 225 W7 10.5 20 22.5 
all the popular bolt A j a M8 1 40 wo 135 | 245 | 15 ws 135 245 15 
r $ M9 1 50 
dimensions here. a 1 zg NI 2 20 
N2 Fi 28 
B2 2 28 N4 2 40 
B4 2 40 N5 2 50 
-=n v— p oe 
B9 3 39.5 N9 3 39.5 
: PI 3 50 o 
(l 3 50 
P3 4 28 
(es) 4 28 P5 4 39 O 
(es) 4 39 P6 4 50 
c6 4 50 P8 5 28 
c8 5 28 
Please state the right & : a i 5 TE Hooked bolt Flat, rounded Bolt 
š š 2 Q2: 5 40 L1 18 M1 18 
tail piece number Be z an Q3 5 50 2 22 19 44 
Q5 6 28 B 27 
when you place your Ds 8 28 a6 6 35 4 32 
Q7 6 38 
order. or g # Q8 6 40 
Q9 6 50 
D9 6 50 RI 7 28 
E1 if 28 R2 7 25 
E2 if 25: R3 7 37 
E3 T 37 R4 7 40 
E4 T 40 R5 7 50 
E5 ith 50 R6 8 28 
E6 8 28 R8 8 37 
E8 8 37 R9 8 40 
ė E9 8 40 
Other variants are A 8 50 = T 28 
a E 10 28 S4 10 35 
available on request. ra 10 35 z T a 
= io ao 56 10 50 
E6 ug ay Su 12 28 
las i Be S8 12 33 
E i 2 59 12 25 
E i 2 T1 12 40 
Eil i2 ao T2 12 50 
G2 12 50 TB 14 28 
s 4 38 T4 14 315 
s TS: 14 2315) 
G5 14 23.5 T6 14 40 
G6 14 40 17 14 50 
Er Wa ay T9 16 30 
CE us Ho U2 16 40 
ab ue ao U3 16 50 
m Ie ay U4 18 30 
H4 18 30 
H5 17.5 58 
we ee 
Lak i z) U8 20 30 
H8 20 30 
K1 20 40 
K2 20 50 
K3 27 57 
Individual tail pieces for reordering 
Replacements for _3.031 Replacements for _8.031 
Order code Order code 
E.270/XX E.270/XX 
Tail pieces for locking Tail pieces for locking 
cylinder _3.031 available in cylinder _8.031 available in 
many different variants many different variants 
(XX=code as per variant (XX=code as per variant 
overview). overview). 
Material: CrNi steel. Material: CrNi steel. 
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Brass 


Cam lock 
Universal 


43.031 


33.031 


max.17/21,5= r 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


23.031 


43 . 031/025/ 


1 2 


Universal cam lock with threaded mount for 
lockers, tool chests, letter boxes and switches. 
For installation in metal or wood. 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 


Options 


System 

Cylinder material 
Nominal length 

Key withdrawal 
Deadbolt plunger type 
Cylinder colour 

ABS 


— Available with different tail pieces variants Oxide 
— Various bolt backsets and offsets are available 
— With threaded fastener: M23 x 1 mm 


20/A3/02/0/N 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 

2: Cylinder material 0 Brass 

3: Nominal length 02525 mm 
030 30 mm 


4: Key withdrawal 


20 Key withdrawal only in 
closed position 

10 Key removable in open 
and closed position 


5: Deadbolt plunger 
type 


> referto page 116 


A3A=0B=40 
Xx Additional actuators 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


7: ABS 0 Without drill-open 
protection 
ASideA 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 
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Scope of delivery 
1 locking cylinder 


1 deadbolt fastening nut, 
1X 1mm, M23 


Note 


Tail piece variants for 
Universal cam locks, please 
refer to page 125 


+49 4181 9240 


Brass 


Universal cam lock 


Compact 


a 
WA 


48.031 


mox. 13—= 
M10x0,75  M20x1 


38.031 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


28.031 


Universal cam lock with threaded mount for 
lockers, tool chests, letter boxes, switches, 


metal and wood working. 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 
— Available with different tail piece variants 


Options 


System 
Cylinder material 
Nominal length 


Scope of delivery 


1 locking cylinder 
1 deadbolt fastening nut, 
M20 x1 mm 


Key withdrawal 


ABS 
Oxide 


— Various bolt backsets and offsets are available 
— With threaded fastener: M20 x 1 mm 


48 . 031/025/20/A1/02/0/N 


3 


4 5 6 7 8 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


6: Cylinder colour 


2: Cylinder material 


0 Brass 


3: Nominal length 


025 25mm 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


4: Key withdrawal 


20 Key withdrawal only in 7: ABS 


closed position 
10 Key removable in open 


0 Without drill-open 
protection 
ASideA 


and closed position 8: Oxide 


5: Deadbolt plunger 
type 


> refer to page 116 


A1A=0B=20 
Xx Additional actuators 


N Without oxidation 
protection 
J With oxidation protection 
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Deadbolt plunger type 
Cylinder colour 


Note 


Tail piece variants for 
Universal cam locks, please 
refer to page 125 
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Brass 


Locking cylinder 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43.037 33.037 


28037 


Locking cylinder with a fixed rectangular 
screw-on plate for lateral cabinets, sliding 
doors, hatches, office furniture, etc. 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Also available with round fixing plate 

— Deadbolt action for left- / right-hand doors 
available 

— Key withdrawable in open position 

— Key rotation stroke: 360° 

— Deadbolt rotation stroke: 90° 

— Cylinder lengths: 25, 30, 35, 40 mm 

— Deadbolt lengths: 29, 34, 40 mm 


Options 


System 

Cylinder material 

Nominal length 

Key withdrawal 

Deadbolt plunger type 
Deadbolt plunger character 
Fixing plate dimension 
Cylinder colour 

Oxide 


Accessories 


Scope of delivery 


1 locking cylinder with 
rectangular fixing plate 
(standard) 

1 Striker G.257 


Note 


Legend with actuator figures 
and fixing plates,, please 
refer to page 116 


< 86 >| 
an 
Ce 
T 
3 
43 : 037/025/10/3A/ ; 1/G1/02/N 
1 2 3 4 5 6 7 8 9 
1: System 2 2000S QO, 2000S 5: Deadbolt plunger 3AA=17 mm 7: Fixing plate G1 28 x 45, rectangular, 
3 3000 QO, 3000 type 3BA=21mm dimension vertical 
3C A = 23.5 mm G2 28 x 45, rectangular, 
7 F 3D A = 26 mm horizontal 
2: Cylinder material 3EA=31 mm K1 22 x 35, rectangular, 
3: Nominal length 02525 mm 3N A = 35mm vertical 
030 30 mm 3VA=61 mm K2 22 x 35, rectangular, 
z horizontal 
ia R A 6: Deadbolt plunger 01 Figure 1 R3 @35/round mounting 
character 02 Figure 2 raes sendi 
4: Key withdrawal 10 Key removable in open 03 Figure 3 
and closed position 04 Figure 4 8: Cylinder colour 02 nickel-plated 
20 Key withdrawal only in 05 Figure 5 03 chrome-plated, matt 
closed position 06 Figure 6 04 gold deco 
07 Figure 7 05 bronzed / light 
08 Figure 8 07 black 
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08 glossy, chrome-plated 


9: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Brass 


Locking cylinder 


a E a> 


3,2 


35 45 


=J 29 —_+ 


N— 


¿£ | | 
ø5x90° Eg 
Dama 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43 .041/025/10/4B/01/G1/02/N 


5 


43.041 33.041 23.041 
Locking cylinder with a fixed rectangular Options 
screw-on plate for furniture doors, drawers, System 


Cylinder material 

Nominal length 

Key withdrawal 

Deadbolt plunger type 
Deadbolt plunger character 
Fixing plate dimension 
Cylinder colour 

Oxide 


hatches, etc. 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Also available with round fixing plate 

— 35 mm 

— Deadbolt action for left- / right-hand doors 
available 

— Key withdrawable in open position 

— Key rotation stroke: 360° 

— Deadbolt rotation stroke: 90° 

— Cylinder lengths: 25, 30, 40 mm 

— Deadbolt lengths: 20, 25, 28, 30, 35, 
40, 45,50 mm 


Scope of delivery 
1 locking cylinder with 


rectangular fixing plate 
(standard) 


Note 


Legend with actuator figures 
and fixing plates,, please 
refer to page 116 


G1 28 x 45, rectangular, 
vertical 

G2 28 x 45, rectangular, 
horizontal 

K1 22 x 35, rectangular, 
vertical 

K2 22 x 35, rectangular, 
horizontal 

R3 @35/round mounting 
holes, standard 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


1: System 2 2000S QO, 2000S 5: Deadbolt plunger 48 W=20 mm 7: Fixing plate 
3 3000 O, 3000 type 4cW=25 mm dimension 
4 4000S Q 4D W=28 mm 
7 7 4E W=30 mm 
2: Cylinder material 0 Brass MEW -35 mm 
3: Nominal length 025 25 mm 4G W=40 mm 
030 30 mm 4H W=45 mm 
040 40 mm 4J W=50 mm 
4K W=70 mm 
4: Key withdrawal 10 Key removable in open 
and closed position 6: Deadbolt plunger 01 Figure 1 
20 Key withdrawal only in character 02 Figure 2 8: Cylinder colour 
closed position 03 Figure 3 
04 Figure 4 
05 Figure 5 
06 Figure 6 
07 Figure 7 
08 Figure 8 
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9: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Central lock 
With flat bolt ASSRARLGY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.030 33.030 23.030 
Locking cylinder for surface mounting or Options ____________ Scope of delivery 
mortise fit. System 1 deadbolt lock 
Cylinder material 1 surface-mounted 
— Material: matt, nickel-plated brass aH nee cylinder 3.008.025 
— Standard colour: nickel-plated Deadbolt 
— With hardened tumblers HRC60 Cylinder colour 
P ; Oxide 
— Convertible left- or right-hand for doors, also 
for drawers 


43 . 030/025/600/02 


1 


— Key withdrawable in open position 

— Backsets: 600, 700, 1000 mm 

— Cylinder lengths: 25, 30, 35, 40, 45, 50, 
55, 60, 65,70 mm 


Lock position ________ Spacer 


r+ 2j 


/C/02/N 


6 7 8 


1: System 2 2000S Q, 2000S 4: Backset 600 600 mm 
3 3000 Q, 3000 700 700 mm 
440008 Q 999 1000 mm 

2: Cylinder material 0 Brass 5: Deadbolt 02 Flat 

3:Nominallength 02525 mm 6: Lock position C Shutter 


030 30 mm 
035 35 mm 
040 40 mm 
045 45 mm 
050 50 mm 
055 55 mm 
060 60 mm 
065 65 mm 
07575 mm 


7: Cylinder colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


8: Oxide N Without oxidation 
protection 
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J With oxidation protection 
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Central lock 
With angled deadbolt ASSA ABLOY 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.030 33.030 23.030 
Central locking cylinder for office furniture, Options ____________ Scope of delivery 
screw-on or mortise fit. System 


1 central locking cylinder 


Cylinder material 1 surface-mounted 


z : Nominal length ; 
— Material: matt, nickel-plated brass ERR cylinder 3.008.025 
— Standard colour: nickel-plated Deadbolt 
— With hardened tumblers HRC60 Cylinder colour 


— Cylinder lengths: 25, 30, 35, 40, 45, 50, Oxide 


55, 60, 65,75 mm 


Lock position 


43 f 030/025/020/01/A/02/N 


3 4 5 6 7 8 


1: System 2 2000S Q, 2000S 6: Lock position A Drawer 

3 3000 Q, 3000 

7:Cylinder colour 02 nickel-plated 
4 4000S Q 
03 chrome-plated, matt 
2: Cylinder material 0 Brass 04 gold deco 
b d/light 

3:Nominallength 02525 mm = oe llig 

030 30 mm 

E5 mm 08 glossy, chrome-plated 

040 40 mm 8: Oxide N Without oxidation 

045 45 mm protection 

050 50 mm J With oxidation protection 

055 55 mm 

060 60 mm 

065 65 mm 

07575 mm 
4: Backset 20 20 mm 
5: Deadbolt 01 Angled 
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Brass 


Central lock 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43.028 33.028 


23.028 


This central locking cylinder is suitable for use 
in office furniture, etc. 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Mounting of cylinder at side left- / right-hand, 
or bottom with SK M4 screw (all 3 possibilities 
exist for present cylinder) 

— Key rotation stroke: 360° 

— Actuator rotation stroke: 180° 

— Other cylinder variants on request 


43 . 028/033/2D/10/02/N 


1 2 3 


4 6 


Options 


System 

Cylinder material 

Nominal length 

Deadbolt plunger type 
Deadbolt plunger character 
Cylinder colour 

Oxide 


1: System 2 2000S Q, 2000S 5: Deadbolt plunger 02 Figure 2 
3 3000 O, 3000 character 09 Figure 9 
440008 Q 10 Figure 10 

AR : 14 Figure 14 

2: Cylinder material 0 Brass 15 Figure 15 

3: Nominal length 033 > mn 6: Cylinder colour 02 nickel-plated 
UBE nemm 03 chrome-plated, matt 

4: Deadbolt plunger 2D L=22 04 gold deco 

type 2EL=9 05 bronzed /light 

2FL=15 07 black 


2J With slot actuator Cap 
2S L=6 
3UL=8 


08 glossy, chrome-plated 
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7: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Scope of delivery 


1 central locking cylinder 


Note 


Legend with actuator figures, 
, please refer to page 116 
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Central lock 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.035 321085 23.035 
This central locking cylinder is suitable for use Options ____________ Scope of delivery 
in office furniture, etc. System 


1 central locking cylinder 
Cylinder material an 


; : Nominal length 
— Material: matt, nickel-plated brass Dee 


Key withdrawal Note 
— With hardened tumblers HRC60 Deadbolt plunger type 
— With fixed oval fixing plate Deadbolt plunger character Legend with actuator figures 


F Fixing plate di i 
— State fastening method of plate as per Clmceea 


definition in sketch Oxide 
— Variant: Also available with round 

fixing plate 35 mm 
— Key rotation stroke: 360° 
— Actuator rotation stroke: 180° 


and fixing plates,, please 
refer to page 116 


43 .035/025/10/2D/10/G1/02/N 


zi 4 6 7 8 9 


1: System 2 2000S Q, 2000S 5: Deadbolt plunger 2DL=22 7: Fixing plate G1 28 x 45, rectangular, 
3 3000 Q, 3000 type 2EL=9 dimension vertical 
4 4000S Q 2FL=15 G2 28 x 45, rectangular, 
; ; 20L=6 horizontal 
2: Cylinder material 0 Brass 2TL=20 K1 22 x 35, rectangular, 
: i 2wL=38 vertical 
=e Nominel lengit = eae K2 22 x 35, rectangular, 
40 aa 6: Deadbolt plunger 04 Figure 4 horizontal 
oe aT character 10 Figure 10 R3 @35/round mounting 
4: Key withdrawal 10 Key removable in open 12 Figure 12 holes, standard 
eli doses poeton = rae Les 8: Cylinder colour 02 nickel-plated 
20 Key withdrawal only in 8 03 chrome-plated, matt 
closed position 04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 
9: Oxide N Without oxidation 
protection 


J With oxidation protection 
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Central lock 


With hexagon nut ASSA ABLOY 


2000S Q 2000S 


Brass 23.034 
The central locking cylinder with hexagon nut Options _____________ Scope of delivery 
is primarily designed for use in metal furniture. System 


1 central locking cylinder 
1 Fixing plate G.125 
TnutM21x1mm 


Cylinder material 


F : Nominal length 
— Material: matt, nickel-plated brass Deadbolt aia eehuieeet 


— With hardened tumblers HRC60 Cylinder colour 
— Cylinder with hexagon nut, M21x1 mm, Oxide Note 
and stop surface secured on fixing plate to 
eis Legend with actuator 
prevent twisting. figures,, please refer to page 
— Slot provided on the actuator to 116 
attach linkages 
— Key rotation stroke: 360° 
— Actuator rotation stroke: 180° 


B3. 034/030/09/02/N 


1 2 


4 


1: System 2 2000S Q, 2000S 5: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
a 7 04 gold deco 
2: Cylinder material 0 Brass 05 bronzed [light 
3: Nominal length 03030 mm 07 black 
035 35 mm 08 glossy, chrome-plated 
4: Deadbolt plunger 09 Figure 9 6: Oxide N Without oxidation 
character 10 Figure 10 protection 


J With oxidation protection 


> referto page 116 
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Central lock 
With hexagon nut 


oú 
ASSA ABLOY 

k— 27 — k— L — 

A fe 

T C4 | 
31,2 $ Ø22 925 
| + = Jil 

> 9 fe — 1,5 


2000S Q 2000S 


Brass 23.036 
This central locking cylinder is suitable for use Options Scope of delivery 
in office furniture, etc. System 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 
— With hexagon nut 

— Key rotation stroke: 360° 

— Actuator rotation stroke: 180° 


23 f 036/030/26/10/02/N 


3 6 7 


Cylinder material 

Nominal length 

Deadbolt plunger type 
Deadbolt plunger character 
Cylinder colour 

Oxide 


2 2000S Q, 2000S 
3 3000 Q, 3000 


1: System 6: Cylinder colour 


04 goldd 
2: Cylinder material 0 Brass Soe ar, 


02 nickel-plated 
03 chrome-plated, matt 


05 bronzed / light 


3: Nominal length 030 30mm 07 black 
035 35 mm 08 glossy, chrome-plated 
4: Deadbolt plunger 26 D=17 mm 7: Oxide N Without oxidation 
type 27 D=22 mm protection 
28 D=25 mm J With oxidation protection 
29 D=31 mm 
5: Deadbolt plunger 10 Figure 10 
character 12 Figure 12 
14 Figure 14 


> referto page116 16 Figure 16 
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1 central locking cylinder 


Note 


Legend with actuator 
figures,, please refer to page 
116 


Furniture locks 135 


Central lock 


=—26,5—4 


4000S Q 2000S Q 2000S 


Brass 43.032 23.032 
This central locking cylinder is suitable for use Options Scope of delivery 
in office furniture, etc. System 


Cylinder material 


: : Nominal length 
— Material: matt, nickel-plated brass screw length 


— With hardened tumblers HRC60 Cylinder colour 
— Key and actuator rotation stroke: 360° Oxide 
— Variant: Key and actuator rotational stroke: 90° 
or 180 °, key withdrawable in both positions. 
Not System compliant 
— Cylinder length: 28 mm 


43 . 032/028/10/02/N 


4 6 


1: System 2 2000S Q, 2000S 5: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
4 4000S Q 04 gold deco 
08 glossy, ch -plated 
2: Cylinder material 0 Brass PES 
: 6: Oxide N Without oxidation 
3: Nominal length 028 28 mm protection 
4: Screw length 1010 mm J With oxidation protection 
20 20 mm 
40 40 mm 
136 Furniture locks www.assaabloy.ch 


1 central locking cylinder 
1 Fixing plate G.124 
2 fastening screws 

M3.5 x 20mm 


Note 


Legend with actuator figures, 
, please refer to page 116 
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Mounting cylinder 


Universal ASSA ABLOY 


22 3 25 1,9 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.008 23.008 
Universal surface-mounted cylinder for use in Options ____________ Scope of delivery 
various furniture locks. System 1 mounting cylinder 
Cylinder material 
; : Nominal length 
— Material: matt, nickel-plated brass b Note 


Cylinder colour 


— Standard length: 25 mm Oxide Legend with actuator 
— With hardened tumblers HRC60 figures,, please refer to page 
116 
43 ; 008/025/02/N 
1 2 3 4 $ 
1: System 2 2000S Q, 2000S 5: Oxide N Without oxidation 
3 3000 Q, 3000 protection 
440008 Q J With oxidation protection 


2: Cylinder material 0 Brass 


3: Nominal length 02525 mm 
030 30 mm 
035 35 mm 
040 40 mm 
045 45 mm 
050 50 mm 


4: Cylinder colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 
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Brass 


Mounting cylinder 


Suitable for FERMA, TRIO Il and TERZA 


=a 


j #22 7 


a 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


43.145 33.145 


23.145 


This surface-mounted cylinder is suitable for 
use with various latch rod and rotary rod locks. 


— Material: matt, nickel-plated brasss 

— Standard length, 25 mm 

— With hardened tumblers HRC60 

— Suitable for commercial latch rod and rotary 
rod locks with 7 x 7 mm spindle follower 

— Suitable for FERMA commercial rotary rod lock 


Options Scope of delivery 


System 

Cylinder material 
Nominal length 
Cylinder colour 
Oxide 


1 mounting cylinder 


13,600 / 13,605 
— TRIO Il or TERZA locks 


— Rotary rod lock 43.081 / 43.081 /43.081 with 


fixing plate 
— Key rotation stroke: 360° 


43 . 145/025/02/N 


| 
1 a 4 5 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


1: System 4: Cylinder colour 


2: Cylinder material 0 Brass 


3: Nominal length 02525 mm 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


030 30 mm 
035 35 mm 
040 40 mm 
045 45 mm 


5: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Brass 


Pressure cylinder 
Various stroke lengths 


stroke 11.5 


gi2 H- - ~ 1 $25 45 36 Q! 
= : | 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43.040 33.040 


23.040 


Pressure cylinders with various strokes for 
sliding doors, wall panels etc. 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— With optional 12, 18 or 22 mm stroke 

— With fixed rectangular fixing plate 

— Warning: select the nominal length of 
30 mm for strokes of 18 and 22 mm; 
only the nominal length of 27 mm is 
available for a stroke of 12 mm 


43 f 040/0/027/12/02/N 


3 


5 6 7 


Options Scope of delivery 


System 

Cylinder material 
Locking function 
Nominal length 
Stroke length 
Cylinder colour 
Oxide 


1 pressure cylinder 
1 closing sleeve G. 052 


1: System 2 2000S Q, 2000S 5: Stroke length 1212mm 
3 3000 Q, 3000 18 18mm 
440008 Q 22 22mm 

2: Cylinder material 0 Brass 6: Cylinder colour 02 nickel-plated 


3: Locking function 


0 locking without key 

A Key removable in open 
position 

Z key not removable in 
unlocked position 


4: Nominal length 


027 27mm 
030 30mm 
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03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


7: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Brass 


Pressure cylinder 
With 11 mm stroke 


N \ 
` \ 
l A, 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


43.020 33.020 


23.020 


43 . 020/0/027/11/02/N 


1 2 3 


Pressure cylinders with 11 mm stroke for slid- 
ing doors in furniture, wall panels etc. 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 
— With fixing plate 

— Keyless locking 

— 8mm rotor extension 


ri 


Options ____—— Scope of delivery 


System 

Cylinder material 
Locking function 
Nominal length 
Stroke length 
Cylinder colour 
Oxide 


1 pressure cylinder 
1 closing sleeve G. 052 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440005 Q 04 gold deco 
TE A 05 bronzed /light 
2: Cylinder material 0 Brass 07 black 


3: Locking function 0 locking without key 


4:Nominallength 02727 mm 


5: Stroke length 1111 mm 
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08 glossy, chrome-plated 


7: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Brass 


Pressure cylinder 
With 11 mm stroke 


2,5 aI 
stroke 11 —+—+y 
114 


p14 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


43.005 33.005 


23.005 


Pressure cylinders with 11 mm stroke for slid- 
ing doors, wall panels, etc. 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 
— With oval fixing plate 

— Opening and closing with key only 


43 f 005/A/027/11/02/N 


3 4 


5 6 7 


Options Scope of delivery 


System 

Cylinder material 
Locking function 
Nominal length 
Stroke length 
Cylinder colour 
Oxide 


1 pressure cylinder 
1 closing sleeve G. 052 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


1: System 


2: Cylinder material 0 Brass 


3: Locking function A Key removable in open 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


position 


N Without oxidation 
protection 
J With oxidation protection 


7: Oxide 
4: Nominal length 027 27 mm 
5: Stroke length w11 mm 
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Pressure cylinder 


With 10 mm stroke ASSA ABLOY 


stroke 9,5 — 


screw-in depth 3mm peter 


—_ 


D 
] p 


i 
¢ p pis 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.006 33.006 23.006 
Pressure cylinders with 10 mm stroke for metal Options —___________ Scope of delivery 
sliding doors, central locking options etc. System 1 pressure cylinder 


Cylinder material 1 closing sleeve G. 052 


Locking function 


— Material: matt, nickel-plated brass Nominal length 
— With hardened tumblers HRC60 Stroke length 
— Cylinder mounting by female M3 thread al colour 
; xide 
on guide sleeve 
43 . 006/A/030/10/02/N 
1 2 3 e 7 
1: System 2 2000S Q, 2000S 6: Farbe Zylinder 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
04 gold deco 
: F 7 05 bronzed/light 
2: Material Zylinder 07 black 
3: Schliessfunktion A Key removable in open 08 glossy, chrome-plated 
k ble i 7: Oxyd N Without oxidation 
Z key not removable in protection 


unlocked position 


J With oxidation protection 


4: Nennlange 


030 30 mm 


5: Hublänge 
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Key-in-knob locks 


Information on key-in-knob locks.....................144 


Cylinder lock handles, 
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Accessories for lock handles.............c:..c0eseee 154 


Cylinder lock handles for 
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Information on key-in-knob locks 


Espagnolette locks 


Reducing bushes 
suitable for various 
espagnolette locks: 


Ferma, Streloc, 
Geko, Terza 


Installing any KESO olive on an espagnolette lock 
with integrated universal bushing always requires 
a matching reducing bushing, instead of a stand- 
ard escutcheon (see illustrations and technical 
information). 


Metal cabinet locks 


Lock bolt variants 


E.274/AA E.274/ AB À Standard Cur out 
3 50 i 16 | 
a r 
A 


c 
n% E bd Various cylinder olives are also available in a metal 
design. All olives in this design fit into the universal 
60,1 o 


standard cutout. Various lock bolt variants exist 
SOc for individual locking options. A screw cutting tool 
allows a standard cutout to be made into existing 
metal cabinets, letter boxes, lockers and similar 
= (up to 2mm). 
E.274/AD > 


144 Key-in-knob locks www.assaabloy.ch +49 41819240 


Key-in-knob lock 


screw thread M5 L 


Dg 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.014 34.014 24.014 
Round cylinder olive 35 mm for commercial Options scope of delivery 
latch rod and rotary rod locks with 7 x 7 mm System 1 olinder olive 


Cylinder material 
Type 
Spindle length 
Direction of rotation 
— Also available for metal cabinets and as Escutcheon 
; ; Olive colour 
dummy handle, fixed or rotating Oxide 
— The lock handle is right-handed as standard 
— Standard pin length: 35 or 43 mm 
— The key can be withdrawn in open 
— and closed position 
— All key-in-knob locksets for fitting on wood 
are available with reducing bushings 
for espagnolette locks 
— Suitable for FERMA, TRIO Il and TERZA 


— Locking rotation stroke with key: 360° 


spindle follower Nickel-plated, cylinder: matt, 1 escutcheon 


nickel-plated brass. 


44.014/1/35/R/G01/02/N 


7 


1: System 2 2000S Q, 2000S 6: Escutcheon G01 Spindle escutcheon 
3 3000 Q, 3000 @31 
440008 Q G44 Reducer bush for 
; F FERMA / TERZA 
2: Cylinder material 0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
2 Forced locking system 
3 Automatic locking 


4: Spindle length 33 33mm 
35 35mm 
43 43 mm 
5: Direction of L Left-hand 
rotation R Right-hand 


+49 41819240 


7: Olive colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 
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Brass 


Key-in-knob lock 
Round, 247 mm 


942 923,6 915, 


w 
T 
i 


screw thread M5 L 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.007 34.007 


Round cylinder olive, 47 mm, for commercial 
latch rod and rotary rod locks with 7 x 7 mm 
spindle follower Nickel-plated, cylinder: matt, 
nickel-plated brass. 


— Also available for metal cabinets and as 
dummy handle, fixed or rotating 


24.007 
Options Scope of delivery 
System , 1 cylinder olive 
Cylinder material 1 escutcheon 
Type 


Spindle length 
Direction of rotation 
Escutcheon 

Olive colour 

Oxide 


— The lock handle is right-handed as standard 

— Standard pin length: 35 or 43 mm 

— The key can be withdrawn in open 

— and closed position 

— All key-in-knob locksets for fitting on wood are 
available with reducing bushings for espagno- 


lette locks 


— Suitable for FERMA, TRIO Il and TERZA 
— Locking rotation stroke with key: 360° 


6 7 


44.007/1/35/R/G01/02/N 


1 2 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass 


6: Escutcheon 


G01 Ø42 spindle 
escutcheon 

G44 Reducer bush for 
FERMA / TERZA 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
2 Forced locking system 
3 Automatic locking 


4: Spindle length 33 33mm 
35 35mm 
43 43 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
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7: Olive colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 
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Key-in-knob lock 


_____—, 
Round, Ø 49 mm ASSA ABLOY 
| ` \ | me La a 
I 23,6 ji : - oie 
—_ screw thread ie Ta 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.005 34.005 24.005 
Round cylinder olive 49 mm in diameter for Options Scope of delivery 
commercial latch rod and rotary rod locks System 1 olinder olive 


Cylinder material 
Type 

Spindle length 
Direction of rotation 


— Standard colour: handle housing and escutch- 
eon: nickel-plated Escutcheon 
3 : Olive colour 
— Cylinder: matt, nickel-plated brass Oxide 
— Also available for metal cabinets and as 
dummy handle, fixed or rotating 
— The lock handle is right-handed as standard 
— Standard pin length: 35 or 43 mm 
— The key can be withdrawn in open 
— and closed position 
— All key-in-knob locksets for fitting on wood are 
available with reducing bushings for espagno- 
lette locks 
— Suitable for FERMA, TRIO Il and TERZA 
— Locking rotation stroke with key: 360° 


with 7 x 7mm spindle follower. 1 escutcheon 


44.005/1/35/R/G01/02/N 


4 7 8 


1: System 2 2000S Q, 2000S 6: Escutcheon G01 @42 spindle 
3 3000 Q, 3000 escutcheon 
440008 Q G44 Reducer bush for 
A r FERMA /TERZA 
2: Cylinder material 0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
2 Forced locking system 
3 Automatic locking 


4: Spindle length 33 33mm 
35 35mm 
43 43 mm 
5: Direction of L Left-hand 
rotation R Right-hand 


+49 41819240 


7: Olive colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 
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Key-in-knob lock 
T shape 


923,6 #15,9 


screw thread M5 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.001 34.001 24.001 
T-shaped cylinder olive for commercial latch Options ____________ Scope of delivery 
rod and rotary rod locks with 7 x 7mm spindle System l 1 cylinder olive 
follower. lad material 1 escutcheon 
ype 


— Standard colour: handle housing and 
escutcheon: nickel-plated 

— Cylinder: matt, nickel-plated brass. 

— Also available for metal cabinets and as 
dummy handle, fixed or rotating 

— The lock handle lockset is right-handed as 
standard. If you do not specify the pin length, 
a default length of 35 mm is supplied 

— The key can be withdrawn in open 
and closed position 

— All key-in-knob locksets for fitting on wood 
are available with reducing bushings 
for espagnolette locks 

— Suitable for FERMA, TRIO Il and TERZA 

— Locking rotation stroke with key: 360° 


Spindle length 
Direction of rotation 
Escutcheon 

Olive colour 

Oxide 


44.001/1/35/R/G601/02/N 


6 7 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Cylinder material 


0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
2 Forced locking system 
3 Automatic locking 


6: Escutcheon 


G01 242 spindle 
escutcheon 

G44 Reducer bush for 
FERMA / TERZA 


7: Olive colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


4: Spindle length 33 33 mm 
8535 mm 
43 43 mm 
5: Direction of L Left-hand 
rotation R Right-hand 


8: Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 
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Key-in-knob lock 
Round T shape 


Brass 44.026 24.026 
Rounded t-shaped cylinder olive for com- Options Scope of delivery 
mercial latch rod and rotary rod locks with System 1 cylinder olive 


Cylinder material 
Type 

Spindle length 
Direction of rotation 


— Standard colour: handle housing and 
escutcheon: nickel-plated Escutcheon 
. : Olive colour 
— Cylinder: matt, nickel-plated brass Oxide 
— Also available for metal cabinets and as 
dummy handle, fixed or rotating 
— The lock handle is right-handed as standard 
— Standard pin length: 33, 35 or 43 mm 
— The key can be withdrawn in open 
and closed position 
— All key-in-knob locksets for fitting on wood 
are available with reducing bushings 
for espagnolette locks 
— Suitable for FERMA, TRIO Il and TERZA 
— Locking rotation stroke with key: 360° 


7 x 7mm spindle follower. 1 escutcheon 


44.026/1/35/R/G01/02/N 


7 


1: System 2 2000S Q, 2000S 6: Escutcheon G01 @42 spindle 
3 3000 Q, 3000 escutcheon 
4 4000S Q G44 Reducer bush for 
FERMA /TERZA 


2: Cylinder material 


0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
2 Forced locking system 
3 Automatic locking 


4: Spindle length 33 33mm 
35 35mm 
43 43 mm 
5: Direction of L Left-hand 
rotation R Right-hand 


+49 41819240 


7: Olive colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


8: Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 
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Brass 


Key-in-knob lock 
Square 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.003 34.003 


Square-shaped cylinder olive for commercial 
latch rod and rotary rod locks with 7 x 7mm 


spindle follower. 


— Standard colour handle housing and 
escutcheon: nickel-plated; cylinder: 
matt, nickel-plated brass 

— Also available for metal cabinets and as 
dummy handle, fixed or rotating 


— The lock handle is right-handed as standard. 


— Standard pin length: 35 or 43 mm 
— The key can be withdrawn in open 
— and closed position 


— All key-in-knob locksets for fitting on wood 


are available with reducing bushings for 
espagnolette locks 
— Suitable for FERMA, TRIO Il and TERZA 
— Locking rotation stroke with key: 360° 


44 .003/1/35/R/G603/02/N 


6 7 


24.003 
Options Scope of delivery 
System , 1 cylinder olive 
Cylinder material 1 escutcheon 
Type 


Spindle length 
Direction of rotation 
Escutcheon 

Olive colour 

Oxide 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


6: Escutcheon 


2: Cylinder material 


0 Brass 


G03 Square spindle 
escutcheon 

G44 Reducer bush for 
FERMA / TERZA 


3: Type 


7: Oli | 
0 Dummy handle, rotating Sepa, 


1 Key removable 
in open position 
2 Forced locking system 


07 black 
3 Automatic locking of 


4: Spindle length 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 


08 glossy, chrome-plated 


33 33mm 


8: Oxide N Without oxidation 
mm protection 
ee J With oxidation 
5: Direction of L Left-hand protection 
rotation R Right-hand 
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Key-in-knob lock 
Hexagon 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.004 34.004 24.004 
Hexagonal cylinder olive for commercial Options Scope of delivery 
latch rod and rotary rod locks with 7 x 7 mm System 1 olinder olive 


Cylinder material 
Type 

Spindle length 
Direction of rotation 


— Standard colour: handle housing and 
escutcheon: sand-blasted nickel-plated Escutcheon 
. : Olive colour 
— Cylinder: matt, nickel-plated brass Oxide 
— Also available for metal cabinets and as 
dummy handle, fixed or rotating 
— The lock handle is right-handed as standard 
— Standard pin length from 35 mm 
— The key can be withdrawn in open and 
closed position 
— All key-in-knob locksets for fitting on wood 
are available with reducing bushings for 
espagnolette locks. 
— Suitable for FERMA, TRIO Il and TERZA 
— Locking rotation stroke with key: 360° 


spindle follower. 1 escutcheon 


44.004/1/35/R/000/02/N 


7 


1: System 2 2000S Q, 2000S 7: Olive colour 18 Sand-blasted, nickel- 
3 3000 O, 3000 plated 
4 4000S Q 19 Brushed, nickel-plated 


2: Cylinder material 


0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 

in open position 
2 Forced locking system 


20 Sand-blasted, chrome- 
plated 

21 Polished, chrome- 
plated 

22 Polished, gold-plated 

23 Brass-coated, bronzed 


N Without oxidation 
protection 

J With oxidation 
protection 


4: Spindle length 3535 mm 8: Oxide 
45 45 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Escutcheon 000 Standard 
G04 H=18 mm, screw-type 
escutcheon 
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Brass 


Key-in-knob lock 
Polyamide housing, @40 mm 


40 35/45 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.020 


With a 40 mm cylinder olive in polyamide 
housing for commercial latch rod and rotary 
rod locks with 7 x 7 mm spindle follower. 


— Standard colour: casing: pure white, RAL9010 
— Cylinder: matt, nickel-plated brass 
— Housing available in various RAL colours 


34.020 24.020 
Options Scope of delivery 
System , 1 cylinder olive 
Cylinder material 1 escutcheon 
Type 


Spindle length 
Direction of rotation 
Escutcheon 

Olive colour 

Oxide 


— Also available for metal cabinets and as 
dummy handle, fixed or rotating 

— The lock handle is right-handed as standard 

— Standard pin length: 35 or 43 mm 

— The key can be withdrawn in open 

— and closed position 

— All key-in-knob locksets for fitting on wood 
are available with reducing bushings for 
espagnolette locks 

— Suitable for FERMA, TRIO Il and TERZA 

— Locking rotation stroke with key: 360° 


44 .020/1/35/R/000/91/N 


6 7 


1: System 2 2000S Q, 2000S 6: Escutcheon 000 Spindle escutcheon 8: Oxide N Without oxidation 
3 3000 O, 3000 G32 Reducer bush for protection 
4 4000S Q FERMA / TERZA J With oxidation 
tecti 
2: Cylinder material 0 Brass 7: Olive colour 14 golden yellow pee 
; 33 ruby 
3: Type 0 Dummy handle, rotating BB wine red 


1 Key removable 
in open position 
2 Forced locking system 


4: Spindle length 3535mm 
4545 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
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52 ultramarine blue 
53 cobalt blue 

61 black green 

62 brown olive 

64 traffic green 

75 light grey 

84 sepia brown 

87 chocolate brown 
90 cream white 

95 deep black 
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Key-in-knob lock 
Colani 


a. 


©; 


kao 


N 
p 


kþ— 4 —>—35/45—> 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.002 34.002 24.002 
Round cylinder olive Colani for commercial Options Scope of delivery 
latch rod and rotary rod locks with 7 x 7 mm System l 1 cylinder olive 
spindle follower. ee material 1 escutcheon 
ype 


Spindle length 
Direction of rotation 
Olive colour 

Oxide 


— Standard colour: handle housing and 
escutcheon: sand blasted nickel-plated, 
cylinder: matt, nickel-plated brass 

— Also available for metal cabinets and as 
dummy handle, rotating 

— The lock handle is right-handed as standard 

— Standard pin length: 33, 35 or 43 mm 

— The key can be withdrawn in open 

— and closed position 

— All key-in-knob locksets for fitting on wood 
are available with reducing bushings for 
espagnolette locks 

— Suitable for FERMA, TRIO Il and TERZA 

— Locking rotation stroke with key: 360° 


7 


44.002/1/35/R/000/20/N 


1: System 2 2000S Q, 2000S 6: Escutcheon 000 Spindle escutcheon 8: Oxide N Without oxidation 
3 3000 O, 3000 G32 Reducer bush for protection 
4 4000S Q FERMA /TERZA J With oxidation 
tecti 
2: Cylinder material 0 Brass 7: Olive colour 18 Sand-blasted, nickel- P eeen 


3: Type 


0 Dummy handle, rotating 
1 Key removable 

in open position 
2 Forced locking system 


4: Spindle length 3535mm 
45 45 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
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plated 
19 Brushed, nickel-plated 
20 Sand-blasted, 
chrome-plated 
21 Polished, 
chrome-plated 
22 Polished, gold-plated 
23 Brass-coated, bronzed 
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Rotary rod lock 


FERMA universal lock ASSA ABLOY 


= 
f A ` 
Si Ry Rie p C 
a 5 f AN I A R] K = 
Kl. T 


Product number 


Backset 38 mm 13.600.0001 

Backset 28 mm 13.605.0001 
FERMA rotary bar cabinet lock without cylin- SCOPEOF delivery 
der. Lock in modular System with universal 1 rotary bar cabinet lock 
bushing for different locking methods. FERMA 


2 latches, left- / right-hand 


: F 8 attachment screws 
— Material lock case: galvanised steel 


— Lock conversion possible left-/ right-hand or 
change of locking option, without disassembly 
of the basic lock 

— Suitable for profile rods 8 x 7mm 

— The stop bush can be extended if necessary 
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Key-in-knob lock 
For metal doors, diameter 35 mm 


O35 


*standard cut-out 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.014 34.014 24.014 

Round cylinder olive 35 mm with screw-on Options scope of delivery 

plate for metal structures. System 1 cylinder olive 
Cylinder material 1 screw type escutcheon 

— Standard colour: handle housing and bs 6.036 

andard colour: handle housing an Spindle length 
escutcheon: nickel-plated Direction of rotation 

Deadbolt 


— Cylinder: matt, nickel-plated brass 
. Olive colour 
— For metal cabinets Oxide 
— The key can be withdrawn in open 
— and closed position 
— Locking rotation stroke with key: 360° 


44.014/1/12/R/0AA/02/N 
1 2 3 


4 5 6 7 8 


1: System 2 20005 Q, 2000S 7: Olive colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05b d/light 
2: Cylinder material 0 Brass 07 ee llig 


08 glossy, chrome-plated 


N Without oxidation 
protection 

J With oxidation 
protection 


3: Type 1 Key removable 
in open position S OXJ 
4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274 | AA 
OAB E.274 | AB 


OAD E.274/AD 
OAJ E.274/Aj 
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Key-in-knob lock 
For metal doors 


1,5 = 


| oe 


*standard cut-out 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.007 34.007 24.007 
Round cylinder olive 47 mm with screw-on Options =>. Scape ekdelneny 
plate for metal structures. System 1 cylinder olive 
Cylinder material 1 screw type escutcheon 
Type G.036 


— Standard colour: handle housing and 
— escutcheon: nickel-plated 

— Cylinder: matt, nickel-plated brass 

— For metal cabinets 

— The key can be withdrawn in open 

— and closed position 

— Locking rotation stroke with key: 360° 


44.007/1/12/R/0AA/02/N 


1 2 3 4 


5 6 7 8 


Spindle length 
Direction of rotation 
Deadbolt 

Olive colour 

Oxide 


1: System 2 2000S Q, 2000S 7: Olive colour 
3 3000 Q, 3000 
4 4000S Q 

2: Cylinder material 0 Brass 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


N Without oxidation 
protection 

J With oxidation 
protection 


3: Type 1 Key removable 
in open position 3 Oxide 
4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274/AA 
OAB E.274| AB 


OAD E.274/AD 
OAJ E.274/Aj 


156 Key-in-knob locks 


www.assaabloy.ch 


+49 4181 9240 


Key-in-knob lock 
For metal doors, diameter 49 mm 


L} 


*standard cut-out 


b—17—4 sak 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.005 34.005 24.005 
Round cylinder olive 49mm with screw-on Options Scope of delivery 
plate for metal structures. System 1 cylinder olive 
gs material 1 screw type escutcheon 
r E 
— Standard colour: handle housing and spindle jéngt 036 
— escutcheon: nickel-plated Direction of rotation 
— Cylinder: matt, nickel-plated brass pee 
. Olive colour 
— For metal cabinets Oxide 


— The key can be withdrawn in open 


— and closed position 


— Locking rotation stroke with key: 360° 


44.005/1/12/R/0AA/02/N 


1 2 3 4 


5 6 7 8 


1: System 


2 2000S Q, 2000S 7: Olive colour 
3 3000 Q, 3000 


440008 Q 


2: Cylinder material 


0 Brass 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


N Without oxidation 
protection 

J With oxidation 
protection 


3: Type 1 Key removable 
in open position S OXJ 
4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274 | AA 
OAB E.274 | AB 


OAD E.274/AD 
OAJ E.274/Aj 
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Brass 


Key-in-knob lock 
For metal doors 


“standard cut-out 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.001 


34.001 


24.001 


T-shaped cylinder olive with screw-on plate for 


metal structures. 


— Standard colour: handle housing and 


— escutcheon: nickel-plated 


— Cylinder: matt, nickel-plated brass 


— For metal cabinets 


System 
Cylinder material 


Type 


Oxide 


— The key can be withdrawn in open 


— and closed position 


— Locking rotation stroke with key: 360° 


44.001/1/12/R/0AA/02/N 


1 2 4 


5 6 7 


Options 


Spindle length 
Direction of rotation 
Deadbolt 

Olive colour 


1: System 


2 2000S QO, 2000S 7: Olive colour 
3 3000 Q, 3000 


4 4000S Q 


2: Cylinder material 


0 Brass 


3: Type 


1 Key removable 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


in open position 3 Oxide 


N Without oxidation 
protection 

J With oxidation 
protection 


4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274/AA 
OAB E.274| AB 


OAD E.274/AD 
OAJ E.274/Aj 
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Scope of delivery 
1 cylinder olive 


1 screw type escutcheon 
G.036 
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Brass 


Key-in-knob loc 
For metal doors 


k 


211,543 7-45, 


— 
Spe 


= 


an 


i= 


*standard cut-out 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.026 


34.026 


24.026 


T-shaped cylinder olive with screw-on plate for 


metal structures. 


— Standard colour: handle housing and 


— escutcheon: nickel-plated 


— Cylinder: matt, nickel-plated brass 


— For metal cabinets 


Options 


System 

Cylinder material 
Type 

Spindle length 
Direction of rotation 
Deadbolt 

Olive colour 

Oxide 


— The key can be withdrawn in open 


— and closed position 


— Locking rotation stroke with key: 360° 


44 .026/1/12/R/0AA/02/N 


3 4 


5 6 7 8 


1: System 


2 2000S O, 2000S 7: Olive colour 
3 3000 QO, 3000 


440008 Q 


2: Cylinder material 


0 Brass 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


N Without oxidation 
protection 

J With oxidation 
protection 


3: Type 1 Key removable 
in open position S OXJ 
4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274 | AA 
OAB E.274/AB 


OAD E.274/AD 
OAJ E.274/Aj 
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Scope of delivery 
1 cylinder olive 


1 screw type escutcheon 
G.036 
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Brass 


Key-in-knob lock 


For metal doors 


— 
s 
= 
ws 
[=> 


“standard cut-out 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.003 


34.003 


24.003 


1 4 


Square cylinder olive with screw-on plate for 


metal structures. 


— Standard colour: handle housing and 


— escutcheon: nickel-plated 


— Cylinder: matt, nickel-plated brass 


— For metal cabinets 


Options 


System 

Cylinder material 
Type 

Spindle length 
Direction of rotation 
Deadbolt 

Olive colour 

Oxide 


— The key can be withdrawn in open 


— and closed position 


— Locking rotation stroke with key: 360° 


44 .003/1/12/R/0AA/02/N 


5 6 7 8 


1: System 2 2000S Q, 2000S 7: Olive colour 
3 3000 Q, 3000 
4 4000S Q 

2: Cylinder material 0 Brass 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


N Without oxidation 
protection 

J With oxidation 
protection 


3: Type 1 Key removable 
in open position 3 Oxide 
4: Spindle length 12 12 mm 
5: Direction of L Left-hand 
rotation R Right-hand 
6: Deadbolt OAA E.274/AA 
OAB E.274| AB 


OAD E.274/AD 
OAJ E.274/Aj 
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Scope of delivery 


1 cylinder olive 
1 screw type escutcheon 
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Window handle 
With cylinder 


a 


4 e 2,6 —s 
23,2 Fa = 
rt ; 
HO B 
y i ee 
E 159,5 ; 


#10x90° 


o 
So 
A 
Fi 
oe 
g 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.009 34.009 24.009 
Window for window locks, heavy-duty type for Options Scope of delivery 
balcony doors, windows, patio doors, etc. System l 1 cylinder rotary handle 
Cylinder material 
zG P Type 
— Material: handle housing Direction of rotation 
— and escutcheon: matt, nickel-plated, Olive colour 


Sidra metal Oxide 
— Cylinder: matt, nickel-plated brass 
— Locking rotation stroke: 360° 
— Key removable in open and closed position 
— Handle locking rotation stroke: 180° 
— Limitation in the lock 
— Rotary handle square pin 35 x7 x7 mm 


44.009/1/35/R/02/N 


4 7 


1: System 2 2000S Q, 2000S 6: Olive colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
4 4000S Q 04 gold deco 
as z 05 bronzed / light 
2: Cylinder material 0 Brass 07 black 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 


08 glossy, chrome-plated 


7: Oxide 


J With oxidation 


4 protection 
6 teres window, N Without oxidation 
tilting, rotation protection 
4: Spindle length 3535mm 
5: Direction of L Left-hand 
rotation R Right-hand 
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Brass 


Window handle 
With cylinder 


98 95,3 4 g10 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


44.119 


34.119 


Window handle for window locks, heavy- 


Options 


Scope of delivery 


duty type for balcony doors, windows, patio 
doors, etc. 


— Material: handle casing and escutcheon: 
matt, nickel-plated Sidra metal 

— Cylinder: matt, nickel-plated brass 

— Closing rotational stroke: 360°; key removable 
in open and closed position 

— Handle locking rotation stroke: 180°, 


System 

Cylinder material 
Type 

Direction of rotation 
Olive colour 

Oxide 


1 cylinder rotary handle 


limited in the lock 
— Window handle square pin: 


44. 119/1/35/R/02/N 


6 7 


35x7x7mm 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


6: Olive colour 


2: Cylinder material 


0 Brass 


3: Type 


0 Dummy handle, rotating 
1 Key removable 
in open position 
6 Handle-locked window, 
tilting, 90° rotation 


18 Sand-blasted, 
nickel-plated 

19 Brushed, nickel-plated 

20 Sand-blasted, 
chrome-plated 

21 Polished, 
chrome-plated 

22 Polished, gold-plated 

23 Brass-coated, bronzed 

91 Pure white (standard) 


4: Spindle length 3535 mm T: Oxide 
5: Direction of L Left-hand 
rotation R Right-hand 
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protection 

N Without oxidation 
protection 
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Window lock 
With cylinder 


D 


ø8,2 x 90° 


© 
S 
TH 


J 


43 5 


L 
E 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.110 34.110 24.110 
Window lock with cylinder, standard colour: Options ______________ Scope of delivery 
housing: matt, nickel-plated; cylinder: matt, System l iwindowilockwitheylinder 
nickel-plated brass. Cylinder material 
Olive colour 
Oxide 


— Material: handle casing and escutcheon: 
matt, nickel-plated 

— Cylinder: matt, nickel-plated brass 

— Additional lock for lifting doors, skylights, 
windows, doors etc. 

— The additional lock holds the tilt-lever 
of the locking option in position; it can no 
longer be pushed up 

— Automatic locking by turning the handle to 
the locking position 

— Opening with key only is possible 


44. 110/02/N 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 0 Brass 


3: Olive colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


4: Oxide N Without oxidation 
protection 
J With oxidation 
protection 
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Window lock 


With locking lever and cylinder ASSA ABLOY 


e208 aB m - 1d ee 


i 8 
| a | 104 4 

] i., _ locking lever 

j 45 height adjust 
N ES ' a 
ss a a =7 Ë 
S i 


more. 9 8.2%90° 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 44.112 34.112 24.112 
Window lock with locking lever and cylinder; Options ____________ Scope of delivery 
standard colour: housing: matt, nickel-plated; System l 1 window lock with safety 
cylinder: matt, nickel-plated brass. Cylinder material lever and cylinder 
Olive colour 
Oxide 


— Additional security for lifting doors, skylights, 
windows, doors etc. 

— The additional lock holds the tilt-lever 
of the locking option in position; it can no 
longer be pushed up 

— Automatic locking by pushing in the handle 
to locking position 

— Lever height adjustable by 20mm 

— Opening with key only 


44. 112/02/N 


4 


1: System 2 2000S Q, 2000S 
3 3000 O, 3000 
440008 Q 


2: Cylinder material 0 Brass 


3: Olive colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


4: Oxide N Without oxidation 
protection 
J With oxidation 
protection 
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Switch cylinders 
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165 


Switch cylinder 
With 360° pulse 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.019 36.019 
Sidra metal = = 26.419 
Switch cylinder with a full 360° pulse for Options — ~; Srope‘oraelniery 
electrical key switches. System , 1 switch cylinder 
Cylinder material 
. . Actuat 
— Material: matt, nickel-plated brass eine cull 
or Sidra metal Oxide 


46 . 019/1E/02/N 


— With hardened tumblers HRC60 
— Rotation movement handled 

by electronic switch 
— Key rotation stroke: 360° for pulse 
— Key withdrawal in one position 


5 


1: System 


3 3000 O, 3000 
4 400083 3000 
440008 Q 


2: Cylinder material 


0 Brass 
4 Sidra metal 


3: Actuator 


IE L=5.5 mm, W=12 mm 
TF L=5.5 mm, W=15 mm 
1G L=25.5 mm, W=12 mm 
1HL=25.5 mm, W=15 mm 
1U L=7.5 mm, W=12 mm 


4: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 


5: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Switch cylinder 


With multiple key-removal positions ASSA ABLOY 
~A 
a ae 


1 32, 5 == Bs 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.052.1 36.052.1 26.052.1 
Switch cylinder with multiple key withdrawal Options ____________ Scope of delivery 
positions for electrical rotary switches of System 1 switch cylinder with 
various makes. Cylinder material multiple key withdrawal 
Sleeve type positions 
Withdrawal position 
This universal switch cylinder supports up Actuator Aecesones 
to 12 key withdrawal positions with Cylinder colour 


: a SO Oxid 
corresponding display of the switching ee Actuator 


position by the keyway. 
Withdrawal position 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 C) 
— Rotation movement handled by 


electronic switch 


1x 360° 2x 180° 4x 90° 


swi 


6 x 60° 8x 45° 12 x 30° 


46 . 052/1/01/1M/02/N 


1 2 4 5 6 7 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05b d/light 
2: Cylinder material 0 Brass 07 Be llig 
3: Sleeve type 1 D=32 mm 08 glossy, chrome-plated 
4: Withdrawal posi- 01 1x360° T: Oxide N Without oxidation 
tion 02 2x180° protection 
044x90° J With oxidation protection 
06 6x60° 
08 8x45° 
12 12x30° 
5: Actuator 1K L=11.5 mm, W=14 mm 


1ML=10 mm, W=9 mm 
2G L=13 mm, W=6.5 mm 
2HL=16 mm, W=7 mm 
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Switch cylinder 


With multiple key-removal positions ASAAN 
ə 1 35——>= B-} 


M3/ 


3,5 deep 3deep i 
Pw PANN o | 
A= 5 O 


| 
Ir 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.052.2 36.052.2 26.052.2 
Switch cylinder with multiple key withdrawal Options ____________ Scope of delivery 
positions for electrical rotary switches of System 1 switch cylinder with 
various makes. Cylinder material multiple key withdrawal 
Sleeve type positions 
Withdrawal position 
This universal switch cylinder supports up Actuator Accessories 
to 12 key withdrawal positions with mea colour 
xide 


corresponding display of the switching Actuator 


position by the keyway. 
Withdrawal position 


— Material: matt, nickel-plated brass 


— With hardened tumblers HRC60 C) 
— Rotation movement handled by 


electronic switch 
1x360° 2x180° 4x90° 


Cae, 


6 x 60° 8x 45° 12 x 30° 


46 .052/2/01/1M/02/N 


4 7 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05b d/light 
2: Cylinder material 0 Brass 07 neha llig 
3: Sleeve type 2 D=22 mm 08 glossy, chrome-plated 
4: Withdrawal posi- 01 1x360° 7: Oxide N Without oxidation 
tion 022x180° protection 
044x90° J With oxidation protection 
06 6x60° 
08 8 x45° 
12 12x30? 
5: Actuator 1KL=11.5 mm, W=14 mm 


1ML=10 mm, W=9 mm 
26 L=13 mm W=6.5 mm 
2HL=16 mm W=7 mm 
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Switch cylinder 


With multiple key-removal positions ASSA ABLOY 


le: 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.052.3 36.052.3 26.052.3 
Switch cylinder with multiple key withdrawal Options ____________ Scope of delivery 
positions for electrical rotary switches of System 1 switch cylinder with 
various makes. Cylinder material multiple key withdrawal 
Sleeve type positions 
Withdrawal position 
This universal switch cylinder supports up Actuator Aecesones 
to 12 key withdrawal positions with a colour 
xIde 


corresponding display of the switching Actuator 


position by the keyway. 


Withdrawal position 
— Rotation movement handled by 


electronic switch C) 
— With hardened tumblers HRC60 


— Material: matt, nickel-plated brass 
1x360° 2x180° = 4x 90° 


G K 


6 x 60° 8x 45° 12 x 30° 


46.052/3/01/1M/02/N 


1 2 6 7 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
4 4000S Q 04 gold deco 

05b d/light 
2: Cylinder material 0 Brass 07 Be llig 
3: Sleeve type 3D=22 mm, 08 glossy, chrome-plated 
with mounting plate T: Oxide N Without oxidation 
4: Withdrawal posi- 01 1x360° protection 
tion 022x180° J With oxidation protection 

044x90° 
06 6x60° 
08 8 x45° 
12 12x30° 

5: Actuator 1KL=11.5mm, W=14mm 


1ML=10 mm, W=9 mm 
2G L=13 mm W=6.5 mm 
2HL=16 mm W=7 mm 
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Switch cylinder 


With multiple key-removal positions ASR ABION 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.052.4 36.052.4 26.052.4 
Switch cylinder with multiple key withdrawal Options ____________ Scope of delivery 
positions for electrical rotary switches of System 1 switch cylinder with 
various makes. Cylinder material multiple key withdrawal 
Sleeve type positions 
Withdrawal position 
This universal switch cylinder supports up Actuator Accessories 
to 12 key withdrawal positions with mea colour 
xiIde 


corresponding display of the switching Actuator 


position by the keyway. 


Withdrawal position 
— Material: matt, nickel-plated brass 


— With hardened tumblers HRC60 C) 
— With central fastening via conical 


front nut and hexagon nut M251 mm 
— Rotation movement handled by 


electronic switch CO - 


6 x 60° 8x 45° 12x 30° 


1x360° 2x180° 4x 90° 


46 .052/4/01/1M/02/N 


3 4 5 6 7 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
4 4000S Q 04 gold deco 

05b d/light 
2: Cylinder material 0 Brass 07 nee [lig 
3: Sleeve type 4 Screw fastening with 08 glossy, chrome-plated 
mounting pate T: Oxide N Without oxidation 
4: Withdrawal 01 1x360° protection 
position 02 2x 180° J With oxidation protection 

044x90° 
06 6x60° 
08 8x45° 
12 12x30° 

5: Actuator 1KL=11.5mm,W=14mm 


1ML=10 mm, W=9 mm 
26 L=13 mm W=6.5 mm 
2HL=16 mm W=7 mm 
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Switch cylinder 
With threaded fastening ASSA ABLOY 


sw30/M25x1 


FON 15-4 | 5 


\ vi" ¥ [L_4 
J) [8 ©) tsa 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.059 36.059 26.059 
Switch cylinder with central fastener and Options —___________._ Scope of delivery 
360° pulse. System ; 1 switch cylinder 
Cylinder material 


1nut,M25x1mm 


Actuator 1 front escutcheon, 35 mm 


— Material: matt, nickel-plated brass Cylinder colour 
— With hardened tumblers HRC60 Oxide 
— Conical front nut and hexagon nut, 
M25x1 mm, for electrical key switch (pulse) 
— Rotation movement handled by 
electronic switch 
— Key rotation stroke: 360° for pulse 
— Key withdrawal in one position 


46 . 059/00/02/N 


1 2 3 4 5 


1: System 2 2000S Q, 2000S 5: Oxide N Without oxidation 
3 3000 Q, 3000 protection 
4 4000S Q J With oxidation protection 


2: Cylinder material 0 Brass 


3: Actuator 00 Not selectable 


4: Cylinder colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed / light 
07 black 
08 glossy, chrome-plated 


172 Switch cylinders www.assaabloy.ch +49 4181 924 0 


Switch cylinder 
With 360° pulse ected 


ben 


D 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.039 36.039 26.039 
— Material: matt, nickel-plated brass Options ____________ Scope of delivery 
— With hardened tumblers HRC60 System l 1 switch cylinder 
— For electrical key switch (pulse) Cylinder material 
: Nominal length 
— Rotation movement handled by Cylinder colour 


electronic switch Oxide 
— Key rotation stroke: 360° for pulse 
— Key withdrawal in one position. 


46 i 039/025/02/N 


3 4 5 


1: System 2 2000S Q, 2000S 4: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05b d/light 
2: Cylinder material 0 Brass 07 neha lig 
3: Nominal length 025 25 mm 08 glossy, chrome-plated 
Heo ae mm 5: Oxide N Without oxidation 
oa 3> mm protection 


J With oxidation protection 
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Brass 


Switch cylinder 
With 360° pulse 


- 


D a 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


46.033 36.033 


26.033 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— For electrical key switch (pulse) 

— Rotation movement handled by 
electronic switch 

— Key rotation stroke: 360° for pulse 

— Key withdrawal in one position. 


46 . 033/00/02/N 


1 2 3 


5 


Options Scope of delivery 


System 

Cylinder material 
Actuator 
Cylinder colour 
Oxide 


1 switch cylinder 


1: System 


2 2000S Q, 2000S 5: Oxide 
3 3000 Q, 3000 


440008 Q 


N Without oxidation 
protection 
J With oxidation protection 


2: Cylinder material 


0 Brass 


3: Actuator 


00 No actuator 


4: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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Brass 


Switch cylinder 


With threaded fastening 


OP) as 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


46.050 


— 
ASSA ABLOY 
e—a 
25 8 
2,5} 
M3. 
: p 
La =! 
o e Q = ~ x 
N N T P E me es =e =a S 
=— 20 = 10,2 19,3 


36.050 26.050 


46 . 050/0/1/02 


3 4 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 


— Threaded mount, M22 x1 mm 
— Front escutcheon 


— Anticorodal 


— Natural, anodised 
— Central fastening with knurled nut 
— 1 opener and 1 closer per contact element 


— Available with 1, 2, 3, or 4 contact elements 


Options Scope of delivery 


System 

Cylinder material 

Switch function 

Number of contact elements 
Cylinder colour 


1 switch cylinder s 

1 nut, M 22x1 mm 

1 front escutcheon, 25 mm 
1 contact element 


Switch function 


— Switch rotation stroke A, B, C, or D 
— Key can only be withdrawn in home position neutral on 


5 


o © 


impulse 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
4 4000S Q 


2: Cylinder material 


0 Brass 


3: Switch function 


A Switching function 
as per Diagram A 

B Switching function 
as per Diagram B 

C Switching function 
as per Diagram C 

D Switching function 
as per Diagram D 


4: Number of 
contact elements 


11 contact element 
2 2 Contact elements 


5: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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Brass 


Switch cylinder 


For Schindler lift controls 


ASSA ABLOY 
644 p 24.9 — 1. Į— 22 = 
1,3 >|- 3/depth 3] fe A 
me 45° 
AN 
KA XN | EA 4 
ES + DA T 
ES 3/depth 4,7 
M2,3 18 = > 
—— 31,3 — k 45° 


40005 Q 4000S 3000 Q 3000 2000S Q 2000S 


46.066 36.066 


26.066 


Switch cylinder with 45° key removal position 
for Schindler lifts. The on/ off position or 

fire controls can be set using the supplied 
ring connecting piece and the locking pin 
position. May be fitted by a trained lift service 
engineer only. 


— Material: matt, nickel-plated brass 
— Rotation limited by electric switch 
— With hardened HRC60 tumblers 


46 . 066/025/02/N 


1 2 3 


4 


1: System 2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 

2: Cylinder material 0 Brass 

3: Nominal length 02525 mm 


4: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed/light 

07 black 

08 glossy, chrome-plated 


5: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Options Scope of delivery 


System 

Cylinder material 
Nominal length 
Cylinder colour 
Oxide 


1 switch cylinder 
1 ring connecting piece 
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Brass 


Switch cylinder 


For Schindler lift controls 


________, 
ASSA ABLOY 
k— 31,4 — Į— 22 = 
6&4 k= 25 — | |-3/depth 3 
+ M 3/depth 4,7 
Ø12 + 
4 Hi 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


46.064 36.064 


26.064 


Switch cylinder for pulse switch element in 
Schindler lifts. May be fitted by a trained lift 
service engineer only. 


— Material: matt, nickel-plated brass 
— Rotation limited by electric switch 
— With hardened HRC60 tumblers 


46 . 064/025/02/N 


3 


4 5 


1: System 2 2000S Q, 2000S 
3 3000 O, 3000 
440008 Q 

2: Cylinder material 0 Brass 

3:Nominallength 02525 mm 


4: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed/light 

07 black 

08 glossy, chrome-plated 


5: Oxide 


N Without oxidation 
protection 
J With oxidation protection 
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Options Scope of delivery 


System 

Cylinder material 
Nominal length 
Cylinder colour 
Oxide 


1 switch cylinder 
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Electric key switch 
With threaded fastening ASSA ABLOY 


M23x1 


On 
Tr 
7,3 


D) * © zi 
í | | | | | i ml 
cutout 1,5 
25,5 1 
e— 45,7 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 46.047 36.047 26.047 
The KESO electric key switch with threaded Options ____________ Scope of delivery 
mount is a switch cylinder with attached System l 1 electric key switch 
micro-switch for garage door columns, m a 1 nut M 23x1 mm 
7 7 witch Tunction 7 . 
switch panel construction, alarm Systems vlinder colour 1 microswitch fitted 
and other items. ABS 
Oxide 


— Material: matt, nickel-plated brass 

— With hardened tumblers HRC60 

— Twist protection by flat area on cylinder Switch function 
— Micro switch 5A/250 V, AC 


Can be moved 360° 90° to the right 90° to the right 


to the right/lefttoon with retraction without retraction 
and off position spring spring 
46 . 047/0/02/0/N 
1 2 3 4 5 6 
1: System 2 2000S Q, 2000S 5: ABS 0 Without drill-open 
3 3000 Q, 3000 protection 
4 4000S Q A Side A 
2: Cylinder material 0 Brass 6: Oxide N Without oxidation 


protection 


3: Switch function 1 Key movement 360 J With oxidation protection 


2 Key movement 90° with 
retraction spring 

3 Key movement 90° 
without retraction spring 


4: Cylinder colour 02 nickel-plated 
03 chrome-plated, matt 
04 gold deco 
05 bronzed/light 
07 black 
08 glossy, chrome-plated 


178 Switch cylinders www.assaabloy.ch +49 4181 924 0 


Key depot cabinets 


Depot Cabinets............cssseessecseeecsseneeeeseee 180-184 


Accessories for d@pots.....c..c.ccscseseseesseneeee 185-186 


179 


Standard 


Key deposit cabinet 


For 2 deposit cylinder pairs / without door eo 


Product number 


17.001 


With microswitch (alarm) 


17.001.01 


180 Key depot cabinets 


Key deposit cabinet for 2 deposit cylinder 
pairs / without door. 


— Material: Housing steel 

— Standard colour: slate grey 

— Box dimensions: box height: 154 mm 

— box width: 147 mm; box depth: 40 mm 

— Housing made of 2 mm steel sheet 

— Cabinet door right handed, viewed from front 
— Prepared for 2 pairs of key deposit 

— cylinders and 1 locking cylinder 

— with mechanical locking 


www.assaabloy.ch 


Scope of delivery 
1 key deposit cabinet 
Accessories 


Locking cylinder 
_3.031.025.20.Z1 
(for deposit cabinet) 
_3.031.025._0.W2 
(for cabinet plate) 


Blind plug 
12.020 (for gaps 
in cabinet plate) 


Accessories for locking 


cylinders, please refer to 
page 201 
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Key deposit cabinet 


. . . . e P] 
For 2 deposit cylinder pairs / with door POSA ABION 
Standard 17.001.4 
With microswitch (alarm) 17.001.6 
Key deposit cabinet for 2 deposit cylinder Scope of delivery 


pairs /with door. 1 key deposit cabinet 


— Material: housing: steel Accessories 

— Standard colour: slate grey Locking cylinder 

— Box dimensions: box height: 154 mm _3.031.025.20.21 

— box width: 147mm; box depth: 90 mm (for deposit cabinet) 


_3.031.025._0.W2 


— Housing made of 2 mm steel sheet (for cabinet door and plate) 


— Cabinet door hinged on right when 
viewed from front ae mebret 
— Prepared for 2 pairs of key deposit cylinders 020 Congapan cabina 


plate) 

and 1 locking cylinder with mechanical locking 
Accessories for locking 
cylinders, please refer to 
page 201 
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Key deposit cabinet 


For 9 deposit cylinder pairs / with door eee 


b 
v 
Standard 17.002 
With microswitch (alarm) 17.002.01 
Key deposit cabinet for 9 deposit cylinder Scope of delivery 
pairs /with door. 1 key deposit cabinet 
— Material: Housing steel AECESsONES 
— Standard colour: slate grey Locking cylinder 
— Box dimensions: box height: 350 mm _3.031.025.20.21 (for 
— box width: 270 mm; box depth: 90 mm deposit cabinet) 


_3.031.M25._0.W2 (for 


— Housing made of 2 mm steel sheet cabinet door and plate) 


— Door with edge all around 

— rebate hinged ies 

— Prepared for 9 pairs of key deposit in an plate) 
— cylinders and 2 locking cylinders with 


— mechanical locking Accessories for locking 
cylinders, please refer to 


page 201 
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Key deposit cabinet 


For 16 deposit cylinder pairs / with door ected 


e¢e¢ ef 
© © E || 
eeeef 
@° @ @ @ | 
CAAA 
' @ @ @ @ GF 
eee @ Fi 
eee © | 
— + 
Standard 17.003 
With microswitch (alarm) 17.003.01 


Key deposit cabinet for 16 deposit cylinder Scope of delivery 


pairs / with door. 1 key deposit cabinet 


— Material: housing steel Accessories 


— Standard colour: slate grey Locking cylinder 

— Box dimensions: box height: 450 mm _3.031.025.20.2Z1 (for 

— box width: 350 mm; box depth: 90 mm deposit cabinet) 
_3.031.M25._0.W2 (for 

— Housing made of 2 mm steel sheet cabinet door and plate) 


— Door with edge all around, folded 

— rebate hinged a 

— Prepared for 16 pairs of key deposit i a 
cylinders and 2 locking cylinders with 


mechanical locking Accessories for locking 
cylinders, please refer to 


page 201 
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Key deposit cabinet 
For 25 deposit cylinder pairs / with door 


Of Of 
ef op 


Oo Of OF OF 
ee Cf Of OF 


—_____—_, 
ASSA ABLOY 


| €& € 
p @ @ | 
© © | 
© © | | 
: = 
Standard 17.004 
With microswitch (alarm) 17.004.01 


Key deposit cabinet for 25 deposit cylinder 
pairs / with door. 


— Material: housing steel 

— Standard colour: slate grey 

— Box dimensions: box height: 550 mm 
— box width: 420 mm; box depth: 90 mm 
— Housing made of 2 mm steel sheet 

— Door with edge all around 

— rebate hinged 

— Prepared for 25 pairs of key deposit 

— cylinders and 2 locking cylinder 

— with mechanical locking 
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Scope of delivery 
1 key deposit cabinet 
Accessories 


Locking cylinder 
_3.031.025.20.Z1 (for 
deposit cabinet) 
_3.031.M25._0.W2 (for 
cabinet door and plate) 


Blind plug 
12.020 (for gaps in cabinet 
plate) 


Accessories for locking 


cylinders, please refer to 
page 201 
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Locking cylinder 


deposit acted 


max.17/21,5: 


=—23,201 M10x0,75  M23x1 1,9 
La 
an 
H 927 


cutout 25,5/30—= 1,5 


35,5740 — = 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


Brass 43.031 33.031 23.031 

Locking cylinder for deposits with threaded Options _____________ Scope of delivery 

mount for the key deposits 17.001, 17.003 and System l 1 locking cylinder 

17.004. Cylinder material 1 deadbolt 
Nominal length 1 fastening nut, M23 x 1mm 
Key withdrawal 

— Material: matt, nickel-plated brass Deadbolt plunger type 

— With hardened tumblers HRC60 aaa 

— Functional variants actuator Oxide 


— Variant 1: Actuator Z1 to Z1; replacement of 
key possible at any time via deposit 

— Variant 2: Z1 to Z6; recovery of pass for emer- 
gency key from deposit, for instance. 
The reference key is retained in the deposit. 
Reset only by authorised persons 

— Variant 3: Z1 to Z7; flexibly convertible 
between Variant 1 and 2 


1 6 7 


43 f 031/025/20/Z1/02/0/N 


1: System 2 2000S Q, 2000S 6: Cylinder colour 02 nickel-plated 
3 3000 Q, 3000 03 chrome-plated, matt 
440008 Q 04 gold deco 
05b d light 
2: Cylinder material 0 Brass 07 neh llig 
3: Nominal length 025 25 mm 08 glossy, chrome-plated 
920mm 7: ABS 0 Without drill-open 
4: Key withdrawal 20 Key withdrawal only in protection 
closed position ASide A 
ig na Oo Span 8: Oxide N Without oxidation 
and closed position protection 
5: Deadbolt plunger Z1 Standard gear wheel J With oxidation 
type Z6 Key blocking protection 


Z7 Optional key blocking 
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Brass 


Locking cylinder 


For 1- or 3-point locking 


lg 


DA 


stroke 7mm 


cutout 


M10x0.75; SW13 


M23x1; SW27 


4000S Q 4000S 3000 Q 3000 2000S Q 2000S 


23.031.M25 


43.031.M25 


33.031.M25 


43 . 031/M25/ 


1 2 


Locking cylinder with threaded mount for 
KESO deposit cabinet doors. 


— Material: matt, nickel-plated brass 
— With hardened tumblers HRC60 


— With thread fastener 


— Key removable in open and closed position 


10/V3/02/0/N 


4 6 7 8 


Options 


System 


Cylinder material 


Key withdrawa 


Nominal length 


Cylinder colour 


ABS 
Oxide 


1: System 


2 2000S Q, 2000S 
3 3000 Q, 3000 
440008 Q 


2: Cylinder material 


0 Brass 


3: Nominal length 


025 25mm 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


030 30mm 7: ABS 


4: Key withdrawal 


10 Key removable in open 
and closed position 


0 Without drill-open 
protection 
ASideA 


20 Key withdrawal only in 


Bi 8: Oxide 
closed position 


5: Deadbolt 
plunger type 


V3 3-point locking 


N Without oxidation 
protection 

J With oxidation 
protection 
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Deadbolt plunger type 


Scope of delivery 
1 locking cylinder 


1 deadbolt 
1 escutcheon 
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ChangeCode 


Information on ChangeCode .................-...--.. 188 


KESO 3000 ChangeCode .............ccscseeseene 189-194 
Euro Clranl ge @Ocl enee earainn 195-197 


187 


Information on ChangeCode 


KESO 3000 ChangeCode 

The ingenious cylinder with up to six different 
mechanical locking options that can be encoded 
by the user at any time using purely mechanical 
methods. Converting from one locking option 
to another is extremely easy and takes just a few 
seconds. In case of key loss, this allows you to 
change the code within a matter seconds with- 
out needing to remove or replace the cylinder. 


Unique in locking systems, this system has 
proved its value with customers where a group 
of people operate locking options in many loca- 
tions. Good examples include solutions for the 
fire service or for companies with many services 
such as vending machines and lifts. However, 
KESO ChangeCode customers also include home 
and holiday home owners. 


KESO 2000S omega Eur o ChangeCode 

The EuroChangeCode safety cylinder is exclu- 
sively available as a standard locking system with 
3 programmable locking options. The conver- 
sion is performed with different key sets. 


188 ChangeCode 


How to set the locking option of the Change- 
Code cylinder 


1 Insert the conversion key for the currently set 
locking option into the keyway. 

Then turn the inserted key to clockwise to a 45° 
position and remove the key in this position. 


2 Insert the new conversion key at 

this 45° position and then turn the key 
clockwise and back to the original 
vertical position. The cylinder has now 
been re-coded. 


3 Remove the conversion key in this vertical 
position: The old key no longer works and the 
newly encoded key takes over its function. 
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or 
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Double cylinder 
ChangeCode CH profile 


3000 


Brass 31.015 
ChangeCode double cylinder with up to six Options Scope of delivery 
different mechanical locking options that System l 1 double cylinder 
can be encoded by the user at any time using ao ChangeCode 
purely mechanical methods. Length B l rar 
am e 
— Material: matt, nickel-plated brass Sleeve A colour Note 


Sleeve B colour 
Rotor colour 


— With hardened tumblers HRC60 


Only available for 


— Standard colour: chrome nickel steel ABS system 3000 
— Standard length: 32.5 /32.5 mm ee 
mae : ' ec. Function 
— Positioning: C/X = ChangeCode single sided p 
— Clockwise and counter-clockwise 
31.015/32. 5/32 .39/SR/01/01/0/0/0/CR 
1: System 3 3000 5: Cam type SR Standard position R 7T: Sleeve B colour 01 CRNI 
mer ial SL Standard position L 02 nickel-plated 
2: Cylinder material 0 Brass MT Multilock 03 chrome-plated, matt 
3: Length A 32.5 32.5 mm MS Multilock narrow 04 gold deco 
37 37 5 mm FR Cam, 1 mm, shortened R 05 bronzed / light 
42.5 42.5 mm FL Cam, 1 mm, shortened L 07 black 
XX5 mm increments SP o iene 08 glossy, chrome-plated 
BR Biffar, right-han 
4: Length B 32.532.5mm BL Biffar, eure 8: Rotor colour 0 Standard rotor colour 
37.5 37.5 mm FN Third-party cam 1 With coloured rotor 
Game 425 mom enclosed 9: ABS 0 Without drill-open 
XX 5 mm increments PE R 
6: Sleeve A colour 01 CRNI i A 
02 nickel-plated RDE 
03 chrome-plated, matt 10: Oxide N Without oxidation 
04 gold deco protection 
05 bronzed / light J With oxidation protection 
07 black 


+41 44 787 3434 


08 glossy, chrome-plated 11: Spec. Function 


CR ChangeCode right-hand 
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ChangeCode 189 


Cylinder with thumb turn 
ChangeCode CH profile 


3000 


Brass 31.019 
ChangeCode thumb turn cylinder with up to Options Scope of delivery 
six different mechanical locking options that System 1 thumb turn cylinder 
can be encoded by the user at any time using ee ChangeCode 
; eng f ; 

urely mechanical methods. 1 fastening screw 

P y Length B M5Xx75 mm 
Cam type 

— Material: matt, nickel-plated brass Sleeve A colour Note 


31.019/32. 5/32 .5/SR/01/01/0/E050/0/0/CR 


— With hardened tumblers HRC60 


— Positioning: C/O = ChangeCode single side 
— Clockwise and counter-clockwise 


Sleeve B colour 
Rotor colour 
Thumbturn B 
ABS 

Oxide 

Spec. Function 


Thumbturn B 


Only available for 
System 3000 


E.050 
Standard 


E.051 


E.052 


1: System 3 3000 
2: Cylinder material 0 Brass 
3: Length A 32.532.55mm 
37.537.5mm 
42.542.5mm 
XX 5 mm increments 
4: Length B 32.532.5mm 
37.537.5mm 
42.542.5mm 
XX 5 mm increments 
5: Cam type SR Standard position R 


SL Standard position L 
MT Multilock 
MS Multilock narrow 
FR Cam, 1 mm, shortened R 
FL Cam, 1 mm, shortened L 
SP Spider gear wheel 
FN Third-party 
cam enclosed 


6: Sleeve A colour 


01 CRNI 
02 nickel-plated 


03 chrome-plated, matt 


04 gold deco 


05 bronzed /light 


07 black 


08 glossy, chrome-plated 


10: ABS 0 Without drill-open 
protection 
A Side A 
11: Oxide N Without oxidation protec 


tion 
J With oxidation protection 


7: Sleeve B colour 


01 CRNI 
02 nickel-plated 


12: Spec. Function 


CR ChangeCode right-hand 


03 chrome-plated, matt 


04 gold deco 


05 bronzed /light 


07 black 


08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


190 ChangeCode 


9: Thumbturn B 


E050 30 mm standard 
£051 35 mm with key 


holding device 


E052 2-leaf 
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Cylinder with thumb turn 
ChangeCode CH profile, with hotel function 


24 dy 


JU 


3000 


Brass 31.025 
ChangeCode thumb turn cylinder with up Options Scope of delivery 
to six different mechanical locking options System l 1 thumb turn cylinder 
that can be encoded at any time using purely Cylinder material ChangeCode 
mechanical methods. e { aaa screw, 
Oxide 
— Material: matt, nickel-plated brass Sleeve A colour Note 


Sleeve B colour 
Rotor colour 
Thumbturn B 
Spec. Function 


— With hardened tumblers HRC60 

— Thumb turn: matt, nickel-plated brass 

— Standard colour: chrome-nickel steel, inside 
with knob, matt nickel-plated brass 

— Standard length: 42.5 /32.5 mm 

— Outside with engaged indicator (pin) without 


Only available for 
System 3000 


lock-out function 


Thumbturn B 


— Positioning: C/O = ChangeCode single side 


— Clockwise and counter-clockwise 


31.025/42.5/32.5/0N/0/01/01/0/E050/CR 


E.050 
Standard 


E.051 


E.052 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 


10: Thumbturn B 


E050 30 mm standard 
E051 35 mm with key 

holding device 
E052 2-leaf 


05 bronzed /light 


07 black 11: Spec. Function 


CR ChangeCode right-hand 


08 glossy, chrome-plated 


1: System 3 3000 7: Sleeve A colour 
2: Cylinder material 0 Brass 
3: Length A 42.542.5mm 
47.547.5mm 
5265 52.5 mm 
XX 5 mm increments 
4: Length B 32.532.5mm 8: Sleeve B colour 
BIAS 37.5 MM 
42.5 42.5 mm 
XX 5 mm increments 
5: Cam type ON Without cam 
6: Oxide N Without oxidation 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


protection 
J With oxidation protection 


9: Rotor colour 


+41 44 787 3434 


0 Standard rotor colour 
1 With coloured rotor 
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ChangeCode 191 


Single cylinder 
ChangeCode CH profile 


a 


Ø22 —+ 


3000 


10,5 + 


32,5 —— 1,9 


Brass 31.012 
ChangeCode single cylinder with up to six dif- Options Scope of delivery 
ferent mechanical locking options that can be System l 1 single cylinder 
encoded by the user at any time using purely ee ChangeCode 
: eng 1 fasteni 
mechanical methods. aStening SCIEW, 
Cam type M5x75mm 
Sleeve A colour 
— Material: matt, nickel-plated brass ca colour Note 
— With hardened tumblers HRC60 Oxide p 
j : : Only available for 
— Standard colour: chrome nickel steel Spec. Function system 3000 
— Standard length: 30/10 mm 
— Positioning: C/O = ChangeCode single side 
— Clockwise and counter-clockwise 
31.012/32. 5/ES/01/0/0/0/CR 
1: System 3 3000 4: Cam type ES Nocken verstellb. 8 x 45° 5: Sleeve A colour 01 CRNI 
ae a ES Adjustable cam, 8 x 45° 02 nickel-plated 
A Onee eee SR Standard position R 03 chrome-plated, matt 
3: Length A 32.5 32.5 mm SL Standard position L 04 gold deco 
37.5 37.5 mm MT Multilock 05 bronzed / light 
42.5 42.5 mm MS Multilock narrow 07 black 


XX 5 mm increments 


192 ChangeCode 


FR Cam, 1mm, shortened R 

FL Cam, 1mm, shortened L 

SP Spider gear wheel 

FN Third-party cam 
enclosed 

FC Multi-point locking 
position C 
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08 glossy, chrome-plated 


6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 


7: ABS 0 Without drill-open 
protection 
A Side A 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 


9: Spec. Function 


CR ChangeCode right-hand 
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Cam lock 
Universal CH profile 


max.17/21,5-4 r 


23,2 M10x0,75 T = 1,9 
y 1 l Lich 


cutout 


3000 


Messing 33.031 
Universal cam lock with threaded mount Options Scope of delivery 
for lockers, tool chests, letter boxes and System 


1 locking cylinder 
Material Zylinder a 


switches. For instllation in metal and wood. 1 fastening nut, 


Nennlange 1x1mm,M23 
Schltisselabzug 

Available with different bolt variants. Various Farbe Zylinder Note 

bolt backsets and offsets are also available. ABS 
Oxyd : Only available for System 
Spez. Funktion 3000 


— Material: matt, nickel-plated brass 


33 .031/025/ 


— With hardened tumblers HRC60 

— With threaded fastener: M23 x 1 

— Key rotation stroke: 360° 

— Standard tail piece E270/A3 (40 mm), flat 


4 7 


20/A3/02/0/0/CR 


1: System 3 3000 

2: Cylinder material 0 Brass 

3: Nominal length 02424 mm 
030 30 mm 


7: ABS 0 Without drill-open 
protection 
J With drill-open 
protection 


4: Key withdrawal 


10 Key removable in open 
and closed position 

20 Key withdrawal only in 
closed position 


8: Oxide N Without oxidation 
protection 
J With oxidation protection 


9: Spec. Function CR ChangeCode right-hand 


6: Cylinder colour 


02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed / light 

07 black 

08 glossy, chrome-plated 
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Tail piece variants for 
Universal cam locks, please 
refer to page 125 


ChangeCode 193 


Padlock 
ChangeCode CH profile ASSA ABLOY 


4 > , 
Y 
d 
6 
6 
, 
Brass 32.036 
ChangeCode padlock fridge with housing and Options ____________ Scope of delivery 
shackle made of hardened steel for a high level System l 1 ChangeCode padlock 
of protection and ease of use. Cylinder material 
n type Note 
— Material housing: hardened steel Oxide Only available for 
— With hardened tumblers HRC60 System 3000 


— Automatic closing 

— Positioning: C/O = ChangeCode single side 
— Oxidation protection 

— Shackle diameter: 14 mm 


32.036/030/I/J 


1: System 3 3000 
2: Cylinder material 0 Brass 
3: Shackle type 030 Height 30 mm, 
hardened steel 
4: ABS J With drill-open 
protection 
5: Oxide J With oxidation protection 
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Double cylinder 


_______, 
EuroChangeCode pene 
60 
L 
6 = 
o i o $ 
a M5 
30 | 30 
Chrome nickel steel 21.22N 
ChangeCode double cylinder Euro profile Options _____________ Scope of delivery 
with up to three different mechanical locking System l 1 double cylinder 
options that can be encoded at any time using n EuroChangeCode 
urely mechanical methods. Ee 1 fastening screw, 
Pee a E M5 x75 mm 
am type 
— Material: chrome nickel steel ansaid Note 
7 eeve b colour 
— With hardened tumblers HRC60 | ; 
. Rotor colour Only available for 
— Standard length: 30/30 mm a System 20005 Q. 
xiIde 


— Not locking system capable i 
Spec. Function 


21.22N/30.0/30.0/SR/01/01/0/0/0/CR 


2 8 1 


1: System 2 2000S Q, 2000S Q 5: Cam type SR Standard position R T: Sleeve B colour 01 CRNI 
: x 7 SL Standard position L 02 nickel-plated 
2: Cylinder material 2 Chrome nickel steel MT Multilock 03 chrome-plated, matt 
3: Length A 30 30 mm MS MS 04 gold deco 
3535 mm SP Spider gear wheel 05 bronzed / light 
40 40 mm BR Biffar, right-hand 07 black 
XX5 mm increments BL Biffar, left-hand 08 glossy, chrome-plated 
FN Third-party cam 
4: Length B 3030 mm mele 8: Rotor colour 0 Standard rotor colour 
3535 mm EM EM 1 With coloured rotor 
40mm SA SA 9: ABS 0 Without drill-open 
XX 5 mm increments SC SC protection 
6: Sleeve A colour 01 CRNI ASide A 
02 nickel-plated 10: Oxide N Without oxidation 
03 chrome-plated, matt protection 
04 gold deco J With oxidation protection 
05 bronzed / light 
07 black 11: Spec. Function CR ChangeCode right-hand 


08 glossy, chrome-plated 
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Cylinder with thumb turn 


EuroChangeCode 


2000S Q 


Chrome nickel steel 2022P 
ChangeCode Euro profile thumb turn cylinder Options Scope of delivery 
with up to three different mechanical locking System l 1 Thumb turn cylinder 
options that can be encoded at any time using Toii EuroChangeCode 
: eng f ; 

urely mechanical methods. T fastening screw, 

Pp y Length B M5 x75 mm 
Cam type 
— Material: chrome nickel steel P EAn Note 
. eeve b colour 
— With hardened tumblers HRC60 Rotor colour Snaar 
Fi nly available tor 
— Thumb turn: nickel-plated brass Thumbturn B System 20005 Q. 
— Standard length: 30/30 mm hen 
š xIde 
— Not locking system capable Spec Fuitictioh 
Thumbturn B 
ED 
[l3 
E.050 E.051 E.052 
Standard 


21.22P/30.0/30.0/SR/01/01/0/E050/0/0/CR 


1 2 


1: System 


2 2000S Q, 2000S Q 


2: Cylinder material 


2 Chrome nickel steel 


3: Length A 


3030 mm 
35 35mm 
40 40 mm 
XX 5 mm increments 


6: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


4: Length B 


3030 mm 
35 35mm 
40 40 mm 
XX 5 mm increments 


5: Cam type 


MT Multilock 
MS MS 
SP Spider gear wheel 
BL Biffar, left-hand 
FN Third-party 

cam enclosed 


7: Sleeve B colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


8: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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9: Thumbturn B 


E050 30 mm standard 
E051 35 mm with key 
holding device 


E052 2-leaf 
10: ABS 0 Without drill-open 
protection 
A Side A 
11: Oxide N Without oxidation 


protection 
J With oxidation protection 


12: Spec. Function 


CR ChangeCode right-hand 
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Chrome nickel steel 


Single cylinder 
EuroChangeCode 


40 


2000S Q 


ChangeCode single cylinder Euro profile with 
up to three different mechanical locking op- 
tions that can be encoded at any time using 
purely mechanical methods. 


— Material: chrome nickel steel 

— With hardened tumblers HRC60 
— Standard length: 30 mm 

— Not locking system capable 


21 : 22M/30.0/ES/01/0/0/0/CR 


6 7 


Options 


System 

Cylinder material 
Length A 

Cam type 
Sleeve A colour 
Rotor colour 
ABS 

Oxide 

Spec. Function 


Scope of delivery 


1 single cylinder 
EuroChangeCode 

1 fastening screw, 
M5 x75 mm 


Note 


Only available for 
System 2000S Q 


1: System 


2 2000S Q, 2000S 


2: Cylinder material 


2 Chrome nickel steel 


3: Length A 3030mm 
35 35mm 
40 40 mm 
XX 5 mm increments 
4: Cam type ES Adjustable cam, 8 x 45° 


MT Multilock 

MS MS 

SP Spider gear wheel 

FN Third-party cam 
enclosed 


5: Sleeve A colour 


01 CRNI 

02 nickel-plated 

03 chrome-plated, matt 
04 gold deco 

05 bronzed /light 

07 black 

08 glossy, chrome-plated 


6: Rotor colour 


0 Standard rotor colour 
1 With coloured rotor 
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7: ABS 0 Without drill-open 
protection 
A Side A 
8: Oxide N Without oxidation 


protection 
J With oxidation protection 


9: Spec. Function 


CR ChangeCode right-hand 
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Accessories 


Accessories for surface-mounted cylinders ..200 
Accessories for locking cylinders......................201 
Bolts for metal handle locks .…..............-..-..-........ 202 
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Accessories for surface-mounted cylinders 


RA R 
BE e 
WA ie 
i $ 
ie 
Actuator Actuator Actuator Actuator 
E.250/01/01 E.250/02/01 E.250/03/01 E.250/05/01 


Actuator for universal 
surface-mounted cylin- 
der _3.008 and rod lock 
_3.081 = E. 250/05 
Material: brass 

Length: L8,2 /L1 6,0 mm 


Actuator for universal 
surface-mounted cylin- 
der _3.008 and rod lock 
_3.081 = E. 250/05 
Material: brass 

Length: 10.0 /L1 4.0 mm 


Actuator for universal 
surface-mounted cylin- 
der _3.008 and rod lock 
_3.081 = E. 250/05 
Material: brass 

Length: 10.3 /L1 5.5 mm 


Actuator for rod lock _3.081 
Material: brass 
Length: 10.3 /L1 5.5 mm 


3,6 mm 
— 
z= nA : (a) 
16 mm 14 mm 17,5 mm 
Actuator Actuator Actuator Actuator Actuator 
E.252 E.255/53 E.256/01 E.257/17/01 E.258/01 


Actuator for surface-mount- 
ed cylinder _3.008 and latch 
bolt lock _3.075 

Material: Sinter steel 


Actuator for surface-mount- 
ed cylinder _3.008. 

Material: chrome-plated brass 
Dimensions: 

1.55.3 x 3.6mm. 


25 mm 


Actuator for surface-mount- 
ed cylinder _3.008. 
Material: brass 


Actuator Actuator Screw-on plate 
E.259/45 E.272 G.122 
E.259/58 


Actuator for rod lock 
_3.075. Material: steel. Pin 
length: E.259/45 = 4.5 or 
E.259/58 = 5.8mm. 
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Actuator for surface-mount- 
ed cylinder _3.008. 
Material: nickel-plated brass 


Screw on plate for _3.012, 
_3.074, 6.039 and _6.059. 
Material: Sheet steel proma- 
tised. Diameter 35 x 1.5mm 
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Actuator for surface-mount- 
ed cylinder _3.008. 
Material: brass 

Length: 17.5 mm 


Actuator for surface-mount- 
ed cylinder _3.008. 
Material: brass 
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Accessories for locking cylinders 


Offset lever 


Product number 


E.270).. 


n5 


Flat lever 


Product number 


E.270/A. 


i X ĈN d 
e 


Hook lever 


Product number 


E.270]L. 


Fixing nut 


Product number 


E.301 


Escutcheon 


Product number 


G.007/35 


Deadbolt for locking cylinder 
_3.031 available in many 
different variations. Material: 
CrNi steel. 

Tail piece variants for Univer- 
sal cam locks, please refer to 
page 125 


Deadbolt for locking cylinder 
_3.031 available in many 
different variations. Material: 
CrNi steel. 

Tail piece variants for Univer- 
sal cam locks, please refer to 
page 125 


Deadbolt with hook in dif- 
ferent variants for locking 
cylinder _3.031. Material: 
CrNi steel. 

Tail piece variants for Univer- 
sal cam locks, please refer to 
page 125 


Hexagon nut for _3.031, 
_6.003 and _6.047 

Material: nickel-plated brass. 
SW = 27, M23 x 1 mm, d = 
4mm. 


Escutcheon with sliding 
cover for locking cylinder 
_3.031. 

Material: nickel-plated brass. 
Inner diameter: 23 mm; 
outer diameter: 35 mm (not 
suitable for System 4000S). 


N — 
2 a a ws 
Spacer ring Escutcheon Retainer Retainer plate Retainer 
G.053/02 G.027/06 G.127 G.128 G.129 
G.053/03 G.027/12 G.129/01 
G.053/05 Locking washer for _3.031 Locking plate for _3.031. 
G.053/07 Escutcheon for locking Material: Sheet steel Locking washer for _3.031 
= cylinder _3.031. Diameter 
G.053/08 40 mm XH. 
G.053/10 Material: nickel-plated brass 
Escutcheon height either 6 
G.053/12 eam 8 
G.053/14 


Spacer ring for _3.031 Diam- 
eter 27 x Lmm lengths of 
2-14 mm available. 
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LP 


Punching tool 


min. 212 mm 


tee] SS 


Product number 


M.270/13/01 
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Bolts for metal handle locks 


Lever Lever Lever Lever 

E.274/AA E.274/AB E.274/AD E.274/A] 
Deadbolt for rotary handle Deadbolt for rotary handle Deadbolt for rotary handle Deadbolt for rotary handle 
locks for metal structures. locks for metal structures. locks for metal structures. locks for metal structures. 
Material: galvanised steel Material: galvanised steel Material: galvanised steel Material: galvanised steel 
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Reducing bushings for cylinder olives 


Reducing housing Reducing housing Reducing housing 
G.032/02 G.044 G.044/02 


Reducing bushing for TERZA, Reducing bushing for TERZA, Reducing bushing for TERZA, 
GEKO, FERMA; STELOC and GEKO, FERMA; STELOC and GEKO, FERMA; STELOC and 


Trio-2 locks. Trio-2 locks and various Trio-2 locks and various 
Material: Nickel-plated Sidra cylinder olives cylinder olives 
Diameter 31 mm Material: Sidra / plastic, raw Material: Nickel-plated 


Sidra | plastic 
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Accessories for rim cylinders 


QO 


Escutcheon Escutcheon Escutcheon Escutcheon Escutcheon 
G.017 G.005/04/02 G.015/05 G.016 G.007/40 
G.005/11/02 G.015/10 
Escutcheon with outer Escutcheon with outer Escutcheon with sliding 
a di G.015/15 a oe pa Paid 
iameter 35 mm and inner Escutcheon for rim cylinder iameter 56 mm and inner cover for rim cylinder. 
diameter of 22 mm for G.015/20 diameter 32 mm for rim Material: nickel-plated brass 


furniture cylinders. 
Material: CrNi steel 


Reducing bearing 


Product number 


G.050/35 
G.050/40 
G.050/50 


Spacer sleeve for _2.008, 
_2.012, 2.408 and _2.412. 
Dimensions: 32 x 30 x L Mmm. 
Material: Aluminium 

Lengths of 30-80 mm 
available 
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_2.007, 2.407, 2.010 and 
_2.410. 
Thickness: 4 mm or 11 mm 


Escutcheon with outer 
diameter of 50 mm for rim 
cylinders 2.407 and _2.410. 
Material: CrNi steel 

Available in different heights: 
G.015/05 =5mm 
G.015/10 = 10mm 
G.015/15 = 15mm 
G.015/20 = 20mm 
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cylinder 2.407, 2.410. 
Material: CrNi steel 


Inner diameter: 23 mm; 
outer diameter: 35 mm 
(not for System 4000). 
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Furniture escutcheons and mounting plates 


© O 


O 
0 


Push-on escutcheon Escutcheon Push-on plate Escutcheon Safety escutcheon 
F.260 G.006/02 G.126 G.018 G.035 
Push-on escutcheon for Push-on plate for _3.081. Push-on escutcheon for Cylinder platen 3813 for 
cylinders 22 mm in diameter. Material: Sheet steel pressure cylinders. surface-mounted cylinder 
Material: nickel-plated brass Material: CrNi steel 3.145. 


Material: CrNi steel 
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Escutcheons and safety escutcheons for locking cylin- 


ee 
ders ASSA ABLOY 
= = 
= = . ev 
~ 
Safety escutcheon Safety escutcheon Escutcheon Escutcheon Escutcheon 
G.025/02 G.026/02 G.009 G.011/01 G.011/05 
G.025/04 G.026/04 ; : f i 
G.025/06 G.026/06 Escutcheon for Euro profile Escutcheon in oval design, Escutcheon in oval design 
cylinder. dummy with 1 mounting for cylinder 22 mm diameter 
G.025/08 G.026/08 Material: CrNi steel hole. with 2 mounting holes. 
G.025/10 G.026/10 Diameter: 48 x 30 x 2 mm. Material: CrNi steel Without embossing. 
Diameter: 48 x 30 x 2 mm Material: CrNi steel 
Geniz Cwe Diameter: 48 x 30 x 2 mm 
G.025/14 G.026/14 
G.025/16 G.026/16 
G.025/18 G.026/18 
G.025/20 G.026/20 


Security escutcheon for Euro 
profile cylinder. 

Material: CrNi steel 
Diameter of 50 mm 
Available in various heights 
2-20 mm. 


Escutcheon 


Product number 


G.020/01 


Security escutcheon for Euro 
profile cylinder. Material: 
CrNi steel. 49.5 x 32 x H mm. 
Available in various heights 
2-20 mm. 


Escutcheon 


Product number 


G.020/02 


Escutcheon 


Product number 


G.020/03 


= ” = = 
Escutcheon Escutcheon 
G.020/04 G.008 


Round escutcheon 

with outer diameter of 
50 mm x 2 mm and inner 
diameter of 22 mm with 1 
mounting hole. 

Material: CrNi steel 
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Round escutcheon 

with outer diameter of 
50 mm x 2 mm and inner 
diameter of 22 mm with 2 
mounting holes. 

Material: CrNi steel 


Dummy round escutcheon 
with outer diameter of 

50 mm x 2 mm and inner 
diameter of 22 mm with 1 
mounting hole. 

Material: CrNi steel 
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Dummy round escutcheon 
with outer diameter of 

50 mm x 2 mm and inner 
diameter of 22 mm with 2 
mounting holes. 

Material: CrNi steel 


Escutcheon for Euro profile 
cylinder. 

Material: CrNi steel. 
Diameter: 50 x 2 mm 
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Miscellaneous accessories 


_________, 
ASSA ABLOY 
— = 
~‘ > 
a, Y 
Keyring Key coupling Ringing unit Fitting device Face plate screw 
G.400 G.401 G.951 G.968 G.100/38 
G.100/48 
Security keyring made of Keyring connector Easy Join. Ringing unit for the security Fitting device for fitting G.100/65 
chrome-nickel steel, can only Material: Nickel keyring G.400 changeable colour caps onto - 
be closed with ring making keys _0.970 G.100/75 
device G.951. G.100/85 
G.100/105 
G.100/125 


Face plate screw, M5 x L 
Material: zincplated 
Lengths of 38 - 125 mm 
available. 


Multi-purpose spray 


Product number 


G.992/56/10 


Multi-purpose spray for 
maintenance of locking 
cylinders, door locks, car 
door locks etc. Non-greasy 
lubrication, stops and 
removes corrosion 
Contents: 56 ml 
Can:115x35mm 

Units: 10 pcs 
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Sales terms and delivery conditions 


1. General 

Customer accepts the binding nature of the 
following Terms and Conditions of Sale in plac 
ing on order. Our offers, sales and deliveries are 
subject to the following terms conditions only; 
customer's contrary terms and conditions are 
explicitly rejected. Additions, changes or oral 
sub-agreements are subject to written confir- 
mation. The General Terms and Conditions for 
Products and Services of the Electrical Industry 
shall apply, except where terms and conditions 
are defined in the following. Please note that we 
will store and use your company data on our IT 
systems. 


2. Offers 

Our offers are always without obligation and 
subject to change. Orders are subject to written 
confirmation. Dimensions and weights, details 
of all kind, designs, shapes, materials, labels etc., 
figures and descriptions are subject to technical 
change and must thus be regarded as approxi- 
mations. We reserve the right to make changes 
for technical, legal or other reasons as just and 
reasonable for the user. We are not obliged to 
inform customers of above mentioned changes. 


3. Changes to current orders 
We reserve the right to charge for administrative 
costs and for work performed. 


4. Price 

The prices quoted in our offers, price lists, con- 
firmations of order etc. are non-binding recom- 
mended prices. List prices are subject to VAT at 
current rates. They are quoted subject to change 
for a single unit. The invoicing price will be the 
valid price for the product at date of delivery. A 
charge is levied for packaging. 


5. Delivery 

To authorised dealers only. 

Delivery is effected franco domicile by a method 
of our choice, unless a contrary agreement has 
been made. We are entitled to effect part-deliv- 
ery. Part deliveries shall be regarded as separate 
deliveries which can be invoiced separately. 
Specified delivery dates are without commit- 
ment and approximate; we accept no liability 
for their accuracy. Additionally, delivery dates 
also assume that customers have honoured 
their contractual obligations. Customers are not 
entitled to damages in case of delay in delivery, 
unless we have acted in gross negligence or 


neglected substantial contractual obligations. 
Unforeseen obstacles - 

no matter whether they occur at our works or 
with one of our suppliers, relieve us from the 
duty to comply with agreed delivery dates. They 
include: Force major or other delays beyond 
our control, general problems of material 
procurement, strikes and lockouts, power cuts 
or failures, delays in transport. In these cases, 
the delivery date is automatically extended. A 
delay in delivery of an order or part of an order 
does not entitle the customer to terminate the 
contract. In case of custom-built deliveries, we 
cannot accept cancellation of order or return 
deliveries. Contrary arrangements are subject 
to express written approval and must cover the 
cost of all processing costs incurred by us. 


6. Returns 

Goods that we supply in compliance with your 
order cannot be returned to us without our prior 
approval. If in perfect conditions, we will credit 
your account for stock articles with max. 75 % of 
the invoice amount. We cannot credit you for 
keys with integrated media. 


7. Payment 

Our invoices are due and payable on receipt. 
Cash discounts are not deductible where other 
invoices have been outstanding for more than 
14 days. This also applies to part deliveries. All 
other types of payment are only permitted if 
agreed in writing on placing of order. Cheques 
are only accepted against payment and are not 
credited against your account until after clear- 
ing. Offsetting of and retention of outstanding 
amounts due to claims by ordering party is only 
permissible in cases where said claims are not 
contentious or legally binding; this does not 
apply to cases where we withhold payment. Pay- 
ments are not credited to your account until the 
amount has been credited to us. Ordering party 
is nor permitted to remit payments to third par- 
ties or representatives, or to offset payments to 
the same. 

In case of delays in payment, we are entitled to 
interest at the rate charged to us for an overdraft 
facility, but at least of 8 percent above the cur- 
rent base lending rate. If the ordering party is in 
arrears with a payment, we reserve the right to 
demand cash in advance of further orders or to 
delay delivery, or to cancel the contract at our 
discretion. This also applies should we retrospec 
tively gain knowledge of the ordering party's 
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poor credit standing, or of a decline in the same, 
at the date of conclusion of contract. Accounts 
receivable from executed deliveries are due for 
immediate payment in this case. If cases where 
we deliver defective goods, and the claim is not 
contentious, the ordering part is still obliged to 
pay for the non-defective portion, unless the 
part delivery is of no interest to the ordering 


party. 


8. Retention of title 

Deliveries are executed under retention of title. 
All goods supplied by us remain our property 
until all of our current and future claims are 
fulfilled. 

The ordering party is not permitted to hypoth- 
ecate the delivered goods nor to assign the 
delivered goods as collateral. Should our prop- 
erty be impounded, confiscated or availed of by 
third parties in any way whatsoever, the ordering 
party shall draw attention to our right of title 
and inform us immediately. The ordering party 
is permitted to process the goods in the course 
of orderly business and/or to sell the goods, pro- 
vided that the claims from processing and sales 
are ceded to us. In case of processing, combining 
or mixing of the goods with other materials, we 
shall become part owners on the finished prod- 
uct created by this process pro rata for the value 
of the goods supplied by us to the other material 
at the date of processing. Transfer of ownership 
is replaced by safekeeping of the product by the 
ordering party for us free of charge. 

The ordering party hereby cedes accounts 
receivable from the sale of goods subject to 
retention of title to us, including such goods as 
have been processed. This cession is restricted 
to the invoice amount for the goods subject to 
retention of title which have been processed to 
create a new product. 

Should the value of all collateral rights that 

we are entitled to under the provisions of this 
section exceed the total amount of our title by 
more than 20%, we shall release a portion of the 
collateral on request by the ordering party. 


9. Warranty 

The ordering party is entitled to request re- 

pair or replacement delivery (supplementary 
performance) for defective goods for a period 
of two years after date of delivery. Ordering 
party is only entitled to terminate the contract 
after granting us a reasonable period of time 

for supplementary performance, and after this 
period has elapsed. Claims for damages due to 
defective products are precluded. Warranty for 
mechatronic products assumes that KESO’s own 
switchboards, switching devices or power units 
are used for control purposes, except where the 
ordering party can prove that the defect is not 
caused by the control unit. 

Irrespective of this we provide a warranty of two 
years after date of delivery on manufacturing 
and material of mechatronic products. In the 
scope of this guarantee, the onus for proving de- 
fects of any kind is on the ordering party. Goods 
which ordering party claims to be defective 
must be sent to us post paid; cost of return mail 
shall also be borne by the ordering party. In case 
of defects, we shall provide a replacement deliv- 
ery or perform repairs at our own discretion. 
Obvious defects and/or complaints must be 
registered without delay on receipt of the goods 
at destination, but at the latest within eight days, 
in writing and including the delivery note. 


Claims for non-obvious defects must be made 
within the legal warranty period. For parts not 
manufactured by us we accept liability under 
warranty only within the warranty terms granted 
to us by our sub-suppliers. 


The warranty and guarantee are void if the 
ordering party or a third party performs modifi- 
cations or repairs without our approval, except 
in cases where the ordering party can prove that 
the modifications or repairs performed are not 
responsible for the defect. We accept on liability 
for damage caused by wear and tear, improper 
or negligent use, chemical, electrochemical or 
electrical influences, inappropriate operative 
resources, improper preparatory work. 
Deviations from the delivery note or invoice 
must be reported to us in writing without delay 
upon receipt of goods. 


10. Conditions for deployment 

Conditions for deployment of KESO mechatronic 
products are detailed in the corresponding 
technical documentation and must be adhered 
to in full. 


11. Restriction of liability 

Claims for damages for breach of duty, unlaw- 
ful act and other reasons are precluded to the 
extent that the damage was not caused by 
deliberate act or gross negligence on our part. 
This restriction of liability applies in equal scope 
to our agents and assistants. It does not apply 
to injury and wherever mandatory liability ap- 
plies e.g. in case of damage to private property 
pursuant to the Product Liability Act or for other 
reasons. These restrictions of liability also apply 
to the ordering party. 


12. Place of Performance and Court of 
Jurisdiction. 

The place of performance and court of jurisdic 
tion for all disputes arising directly or indirectly - 
including disputes on letters of credit / cheques 
is our registered office 


ASSA ABLOY (Switzerland) AG 
Untere Schwandenstrasse 22 
CH -8805 Richterswil 

Phone +41 44787 3434 
Fax +41 44,787/3535 


KESO GmbH 
Maurerstrasse 6 

D-21244 Buchholzi.d.N. 
Phone +49 4181 2940 
Fax +49 4181 924 100 


(Valid as of 1st January 2012) 
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To ensure trouble-free 
working of your KESO 

products, please refer 
to important product 
information here. 


For more information 


please visit 
www.assaabloy.ch 
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Important product information for locking cylinders 


1. Product information and proper use 

A cylinder lock in the sense of the definition is 

a construction component, which is generally 
compatible with locks, fittings, devices, doors or 
similar products generally used in the building 
industry. Other locking cylinder types shall be 
handled in the same sense. Proper use of a lock- 
ing cylinder is actuation by means of appropriate 
keys. Note the following with respect to proper 
use: 


1.1 Locking cylinders can only be fitted without 
reservation in locks, fittings, devices etc. if they 
are explicitly designed for the locking cylinder 
type in question. In all other cases, the manufac 
turer, dealer, processor or user of such locks, fit- 
tings, devices etc. should ascertain that the lock 
cylinder selected by him for assembly is suitable 
for the intended purpose. In prison rooms, for 
example, only thumbturn cylinders are permit- 
ted. Mandatory legal requirements must be 
observed (e.g. emergency exits, lifts). 


1.2 Cylinder locks that may be exposed to force, 
should extend no further than 3 mm out of their 
tightly surrounding protective frame. The degree 
of break-in prevention reflects the requirements 
and applicable legislation. 


1.3 Installation of cylinder locks should proceed 
in such a way that, except for the intended fixa- 
tion points and besides other than proper use, 
no external forces should work on the cylinder 
lock. Likewise, when the key is removed, no ex- 
ternal forces should be exerted on the lock cam 
or in rotational direction on the lock bolt. 


1.4 For humid or cooled areas, direct exposure 
to weather conditions, near saltwater or ap- 
plications in aggressive, corrosive environments, 
cylinder locks must be engineered according 

to particular specifications. This also applies to 
cylinder locks for use in dusty environments. 
Protective escutcheons should be deployed 
against weather and dust as needed. 


1.5 Typically, the key cannot be used ona cyl- 
inder lock with two lock ends if a key is already 
inserted on the opposite end. If such should be 
possible, a cylinder lock of appropriate design 
should be selected. 


1.6 When the key is used correctly, torque 
should be exerted on the key only if the key is 
inserted into the keyhole of the cylinder lock all 
the way against the stop. 


1.7 The cylinder lock and key form a functional 
unity. We honor our liability exclusively for our 
original products. 


1.8 Subsequently delivered keys for cylinder 
locks should be tested immediately for fitness 
for use in the appropriate cylinder lock. 


2. Improper use 

Improper use - use of the product for unintend- 
ed purpose - of the cylinder lock or key is evident 
when: 


2.1 a tool, such as a nail, pliers, a bunch of keys 
etc. are applied on the key shaft, respectively the 
key grip, to increase the rotation force. 


2.2 the key is used as a grip to move the door 
leaf. The key is not suitable to replace the fitting 
(knob, push knob, handle etc.) on passage doors. 


2.3 a false, bent or damaged key is used on the 
cylinder lock. 


2.4 burglary tools, aids or duplicate keys from 
other than the original manufacturer are used to 
operate the cylinder lock. 


2.5 foreign substances are present in the keyway 
or also on the key itself or if maintenance in- 
structions are not observed. 


3. Product services 

In as far as product specifications are not 
explicitly defined in our catalogues, leaflets, 
performance sheets etc., specific cylinder lock 
requirements must be agreed with us. The life 
expectancy (security and function) of a cylinder 
is 10-15 years depending on deployment and 
use. Cylinders are tested through at least 50,000 
closing cycles. This is equivalent to 10-15 closing 
cycles per day for a period of 15 years. However, 
improper use and a lack of maintenance can im- 
pact the closing function after a relatively short 
period. Cylinder locks and keys must be replaced 
as soon as malfunctions occur despite proper 
care, particularly when inserting or retracting 
the key. 


4. Product maintenance 

Wipe KESO products and accessories with a 
damp or antistatic cloth. Never use aggressive 
cleaning agents or cleaning with silicon oil. This 
can cause malfunctions. 


Cylinder locks must be treated with such main- 
tenance products as recommended by us - at 
least as frequently as indicated. Never treat 
cylinder locks with resinous materials such as 

oil and graphite. The cleaning agent must be 
inserted into the cylinder with the key. Never 
spray cleaning products directly into the cylinder 
lock! Use only cleaning agents without corrosive 
substances. 


5. Repairs 

Never repair KESO products or accessories. Send 
defective devices in the original packaging and 
accompanied by the delivery note to an author- 
ised KESO dealer or to ASSA ABLOY (Switzer- 
land) AG for repairs. 


6. Duty of information and instruction 

To meet the duty of information and instruc 
tion in accordance with the product liability 
law, the following services and documentation 
are available to the specialty trade, key services, 
architects, planners, consulting institutions, 
processors or users: 

e Catalogues, brochures 

e Texts of invitation of tenders, bidding docu- 
ments, lock schemes 

e Manuals for installation, operation, care 

e Works advisory services and training 


To select cylinder locks, as well as to install, oper- 
ate and maintain them, 


6.1 architects, planners and consulting institu- 
tions shall request us to provide and will observe 
all necessary product information. 


6.2 Dealers are required to observe the product 
information, and specifically request all the nec 
essary manuals from us, and remit these to the 
processors and users. 


6.3 Processors are required to observe all prod- 
uct information, and specifically request all the 
necessary operation and maintenance manuals 
from us, and remit these to the principals and 
users. 


7. Disposal 

KESO products and accessories can be returned 
to ASSA ABLOY (Switzerland) AG for environ- 
mentally friendly disposal. In all other cases, 
please observe relevant, national laws and provi- 
sions. 


We reserve the right to modify or supplement 
these instructions at any time. 
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The lock diagram 
serves as the basis for 
implementing a locking 
system. 


Planning and ordering locks 


Thanks to the use of a second drilling line, con- 
ventional locks become plannable systems with 
two-dimensional hierarchies. When implement- 
ing complex systems, consideration is given to 
not only the company structures but also to the 


work processes. Specialists refer to a concept 
diagram when planning on the basis of company 
structures and a master plan when planning on 
the basis of work processes. The system 4000S 
combines both dimensions. 


The main plan contains 
all interfaces for various 
key groups. 


A combination 
between the lock 
diagram and the main 
plan produces the 
locking plan - 

the complete system. 


Planning and ordering systems is fairly simple. about planning locking systems at KESO training 
The process is shown in the sample plan below. sessions or from your local specialist. 

All the doors are listed horizontally; the vertical 

columns are for the keys. You can learn more 


Locking plans can e 
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Zylinder Versch. Schlüsselformen 
Position Tür Nr. Tür- oder Raumbezeichnung Zylinder Artikel-Nr. Zylinderlänge in mm Anzahl 
Batch01 001 Leser Tiefgarage EG.716 000.00.SA 1 
Z00 001 Servicetiire für Tiefgarage 41.43F 30.0/30.0 1 X|X X|X X|xX xix 
Z00-KEK 001 Servicetiire für Tiefgarage EG.707.PTB 01/10/02 1 
900/1 002 Hauswartraum 41.215 30.0/30.0 1 XiX 
900/2 003 Elektroraum 41.719 30.0/30.0 1 XiX 
900/3 004 Sanitär 41.719 35.0/30.0 1 XX 
Z01 005 Kellerabschliisse 41.219 40.0/40.0 2 XX x 
2100/1 006 Lager Heim 41.415 30.0/30.0 1 XX x x 
2100/2 007 Lager Kiiche 41.715 30.0/30.0 1 XX x x 
L4] G -ER 


g Heading data (system no. if addition to existing systems) 
KEK: Mechatronic Yes/No 
Key design: colour caps, trapezium, round, long or extra long 
Registered: Yes/No 
Code: determined by the system complexity. 
Omega: Yes/No 
The position is interlinked with the m lock. 
The cylinder is identified with its position (max. 10 characters). 
The door or room name identifies the installation location (max. 25 characters). 
Ø Cylinder order code consisting of system/model, item and length 
41.215/30.0/30.0 
Aand B length 30.0 mm each (from centre of cam) 
Item (double cylinder) 
System/model (KESO 4000S assembly cylinder) 
Cylinder length A/B (30.0/30.0) from centre of cam in mm. 
The key side is Side A in thumb turn cylinders 
a Number of cylinders required 
The matrix: cylinders which are opened using a key must be marked with an X 
8 Additional identification code is help text for distributing keys 
a Number of keys required and their identifier 
m Colours for colour cap keys - See page xx (leave empty for keys with no colour cap) 
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List of product numbers 


11.430.0001 68 21.034 T3 21.719 36 -23073 123- 31.029 60 
11.603 76 21.036 88 21763 26 23.074 118 31.034 73 
13.600.0001 154 21.40B 84 21.915 21 23.075 119 = 31.043 74 
13.605.0001 154 21.40D 40 21.916 23: 23.081 124 31.045 59 
17.001 180 21.40H 49 21.919 35 23.084 120 31.046 66 
17.001.01 180 21.40W 27 21928 29 23.145 138 31.047 15 
17.001.4 181 21.41P 47 21.939 38 24.001 148 31.065 58 
17.001.6 181 21.42U 37 21.941 28 24.001 158 31.066 65 
17.002 182 21.043 74 21.957 30 24.002 153 32.000 106 
17.002.01 182 21.44L 41 22.037 97 24.003 150 32.001 105 
17.003 183 21.045 59 22.037.220 98 24.003 160 32.004 103 
17.003.01 183 21.046 66 22.042 99 24.004 151 32.006 104 
17.004 184 21.047 75 22.043 100 24.005 147 32.007 91 
17.004.01 184 21.052 85 22.044 101 24.005 157 32.008 93 
20.109 14 21.053 87 22.045 95 24.007 146 32.010 92 
20.116 14 21.065 58 22.046 96 24.007 156 32012 94 
20.124 15 21.066 65 22.062 110 24.009 161 32.036 194 
20.141 15 21.74L 41 22.063 108 24.014 145 32.037 97 
20.208 14 21.90X 31 22.064 109 24.014 155. 32.037.220 98 
20.214 14 21.094 86 22.065 107 24.020 152 32.042 99 
20.218 15 21.214 42 22.099.00002 111 24.026 149 32.043 100 
20.228 15- 214215 21 22.099.00003 112 24.026 159 32.044 101 
20.810.000 17 21:216 23 22.099.00004 113 24.110 163 32.045 95 
20.810.010 17 21219 35 22.400 106 24.112 164 32.046 96 
20.811.000 17 21.228 29 22.401 105 24.119 162 32.099.00002 111 
20.811.010 17 A229 33 22.404 103 26.033 174  32.099.00003 112 
20.812.000 18 21.239 38 22.406 104 26.039 173 = 32.099.00004 113 
20.812.010 18 21.240 44 22.407 91 26.047 178 32.424 114 
20.813.000 18 21.241 28 22.408 93 26.050 175 33005 141 
20.813.010 18 = 21.257 30 22.410 92 26.052.1 168 33.006 142 
20.970 16 21.400 51 22.412 94 26.052.2 169 33.012 121 
20.970 16 21.401 50 22.424 114 = 26.052.3 170 = 33.020 140 
21.00D 69 21.403 32 23.005 141 26.052.4 171 33.028 132 
21.00W 57 21.414 42 23.006 142 26.059 172 -33:030 117 
21012 71 21.415 21 23.008 137 26.064 177 33.030 130 
21.013 72 21.416 23 23.012 121 26.066 176 = 33.030 131 
21.015 55 21.419 35 23.020 140 26.419 167 33.031 126 
21.016 56 21.429 33 23.028 132 -28.031 127- 33:031 185 
21.017 64 21.434 48 23.030 117 28.403 102 33.031 193 
21.019 63 21.441 28 23.030 130 31.00D 69 33.031.M25 186 
21.20D 40 21.465 25 23.030 131 31.00W 5/ 33.035 133 
21.20W 27 21.466 39.. 23.081 126 31.012 Ti -33037 128 
21.20X 31 21.488 81 23.031 185 31.012 192 33.040 139 
21.21G 46 21.489 82 23.031.M25 186 31.013 72 33.041 129 
2121P 47 21.490 83 23.032 136 31.015 55 -33.070 122 
21,211 45 21.614 77 23.034 134 31.015 189 33.073 123 
21.22M 197 21.615 61 23.035 133 31.016 56 33.074 118 
21.22N 195 21.616 62 23.036 135: 31.017 64 33.075 119 
21.22P 196 21.619 TO. 23.037 128 31.019 63 33.081 124 
21.220 37 21.714 43 23.040 139 31.019 190 33.084 120 
21.025/10S 67 = 21.715 22 23.041 129 31.025 191 33.145 138 
21.029 60 21.716 24 23.070 122  31.025/10S 67 34.001 148 
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34.001 158 41.21P 47 41.957 30 44.003 160 
34.002 153 41.21T 45 42.000 106 44.004 151 
34.003 150 = 41.22U 37 42.001 105 44.005 147 
34.003 160 41.025/10S 67 42.004 103 44.005 157 
34.004 151 41.029 60 42.006 104 44.007 146 
34.005 147 41.034 73 42.007 91 44.007 156 
34.005 157 41.036 88 42.008 93 44.009 161 
34.007 146 41.40D 40 42.010 92 44.014 145 
34.007 156 41.40W 27 = 42.012 94 44.014 155 
34.009 161 41.41P 47 42.037 97 44.020 152 
34.014 145 41.42U 37 42.037.220 98 44.026 149 
34.014 155 41.043 74 42.042 99 44.026 159 
34.020 152 41.43Y 34 42.043 100 44.110 163 
34.026 159 41.44L 41 42.044 101 44.112 164 
34.110 163 41.045 59 42.045 95 44119 162 
34.112 164 41.046 66 42.046 96 46.019 167 
34.119 162 41.047 75 42.062 110 46.033 174 
36.019 167 41.052 85 42.063 108 46.039 173 
36.033 174 41.065 58 42.064 109 46.047 178 
36.039 173 41.066 65 42.065 107 46.050 175 
36.047 178 41.74L 41 42.099.00002 111 46.052.1 168 
36.050 175 41.90X 31 42.099.00003 112 46.052.2 169 
36.052.1 168 41.214 42 42.099.00004 113. 46.052.3 170 
36.052.2 169 41.215 21 42.424 114 =46.052.4 171 
36.052.3 170 41.216 23 43.005 141 46.059 172 
36.052.4 171 41.219 35 43.006 142 46.064 177 
36.059 172 41.228 29 43.008 137 46.066 176 
36.064 177 41.229 33 43.012 121 48.003 102 
36.066 176 41.239 38 43.020 140 48.031 127 
38.003 102 41.240 44 43.028 132 A.405/26 16 
38.031 127 41.241 28 43.030 117 A.405/27 16 
40.100 14 41.257 30 43.030 130 A.405/28 16 
40.102 14 41.414 42 43.030 131 A.405/29 16 
40.104 15 41.415 21 43.031 126 A.405/30 16 
40.106 15 41.416 23 43.031 185 A.405/33 16 
40.810.010 17 41.419 35 43.031.M25 186 A.405/34 16 
40.811.010 17 41.429 33 43.032 136 A.405/43 16 
40.812.010 18 41.434 48 43.035 133 A.405/47 16 
40.813.010 18 41.441 28 43.037 128 A405/52 16 
40.970 16 41.465 25 43.040 139 A405/54 16 
41.00D 69 41.466 39 43.041 129 A.405/64 16 
41.00W 57 41.714 43 43.070 122 A.405/65 16 
41.012 71 41.715 22 43.073 123 A.405/68 16 
41.013 72 41.716 24 43.074 118 A.405/74 16 
41.015 55 41.719 36 43.075 119 A.405/86 16 
41.016 56 41.765 26 43.081 124 A405/91 16 
41.017 64 41.915 21 43.084 120 A.405/92 16 
41.019 63 41.916 23 43.145 138 

41.20D 40 41.919 35 44.001 148 

41.20W 27 41.928 29 44.001 158 

41.20X 31 41.939 38 44.002 153 

41.21G 46 41.941 28 44.003 150 
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Farbkappenschlüssel 


RAL5024 RA 
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RAL-Farben für Schliesszylinder ohne Rotor 


Metallfarbungen 


